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ENTERED AT THE POST OFFICE AT NEW YORK, N. Y.. 
AS SECOND CLASS MATTER. 


OFFICIAL CIRCULAR. | 


American Gas Light Association. 
=_ 
OFFICE OF THE AMERICAN GAS LIGHT ASSOCIATION, 
No. 32 Park Puace, Room 36, New York, July 28, 1884. 4 
To The Members of the 


Association : 


[ am desirous of impressing the members of the association with the near- 
ness of our annual meeting; the two and a half months which remain before 


It is therefore 
high time we should bethink ourselves of the meeting, and make such 
arrangements as will ensure While it is true that to the officers 
and committees of the association we must look for the preparation of the 
details of the convention 


we assemble at Washington will not be long in passing away. 
its success, 


, it is also true, and in no lesser degree, that the 
success or non-success of the meeting in its main aim and purpose—namely, 
the reading and discussing of papers—will rest with the members themselves. 
Tt would be idle to attempt to controvert this self-evident statement. I am 
anxious to bring this truism home to each individual member of the associa- 
tion, for the responsibility rests on each, not merely on the members at 
large. 

[ said a moment ago that the main object of our annual convention is the 
reading and discussing of papers ; and while the presentation of dissertations 
and the criticising thereof are so closely allied as to warrant their being con- 
sidered the one purpose of our meeting, there is nevertheless a certain 
They each stand on distinct 
grounds to this extent, that the suceess of the one dves not perforce carry 
with it the success of the other. 


degree of separateness in this particular. 
Thus an essay read before a body of tech- 
nical hearers may be one of great erudition, but the discussion to which it 
leuls may—owing to the lack of opportunity afforded the members for prepar- 
ing themselves for the task of criticising—be puerile. Here, then, is the 
point in its double form which I am solicitous to force on each member; 
namely, that in order to make a success of the literary part of our meeting, 
we should not only have a sufficiency of papers, but their titles, and even 
the main headings of the subject matter should be published so far in ad- 
vance as to permit each person so to prepare himself for the discussion that 
he in his turn may be able—by reference to his records, or otherwise—to 
It re- 
If you will address 
yourselves to the subject at once the scheme will be feasible; for you can 
prepare a paper and forward it to me at such a date as will permit its title 
to be published before the meeting. 


supplement the paper by some valuable and positive information, 
mains with the members to say if this can be done. 


To give the members ample opportunity to prepare themselves for the dis- 
cussion, the papers to be read at the forthcoming meeting should be in my 
hands by the middle of September. 

If this part of the programme is not carried out the coming fall, the fault 
canuot be ascribed to the secretary, for early in the year he urged you to 
direct your thoughts toward our Washington meeting. In the circular then 
issued, which was reproduced in the American Gas Licgut JourNaL of 
February 16, 1884, I mentioned the following subjects upon which we 
needed more light, and which might possibly be deemed worthy of forming 
a theme for a paper : 

Do we gain in the aggregate by mixing coals of different grades ? 

Is fine coa] worth less to the gas maker than lump coal? If so, how much ? 

What proportion of the gas is given off by a coal at the different stages of 
the charge, and what is its candle-power ? 
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What is the practical value of tar as fuel, compared with coke ? 

Does a heavy retort setting require more fuel to maintain the heat than 
one of a lighé character ? 

Do foreign retorts give better results than those of domestic manufacture? 

What is the most advantageous weight of coal to charge for a given sized 
retort ? 

What proportion of coke is required to heat a bench of three retorts in 
comparison with fives or sixes? 

Is there any positive cure for choked stand pipes ? 

To what extent do anti-dips reduce the carbon deposit? 

Should the gas and tar be separated at the outlet of the hydraulic main, 
or should they flow away together ? 

What is the net gain accruing from the use of au exhauster ? 

What is the net gain in purification account resulting from the introduc- 
tion of a new washer or scrubber, which works up the ammoniacal liquor to 
greater strength ? 

What weight of water should be mixed with lime to attain the greatest 
efficiency? @ 

Does the valve system of working purifiers present any advantages over 
the center seal plan? 

Is lime or iron the cheaper purifying material ? 

In laying mains, which is to be preferred, the lead or cement joint? 

How often should meters be tested, and is the net variation from correct 
registration of a number of meters in favor of the company or consumer ? 

These topics were mentioned, not because they were of overshadowing im- 
portance, but by reason of their coming first to mind. There are hundreds 
of others which might well stand at the head of essays to be presented to the 
convention, which will readily occur to the members. 

In the matter of reconstruction of gas works an ample field of subjects pre- 
sents itself. During the past summer a great deal of rebuilding and re- 
modeling of gas works has been carried on throughout the country; the 
gentlemen who have had charge of such work might come forward and tell 
their confreres of the nature of their undertakings, of the difficulties met and 
overcome, of the dangers avoided, and last, but not least, of the mistakes 
made. In fact in this matter of remodeling gas works there is a double 
possibility for papers. First it would be very interesting to know what un- 
derlying principles have been followed this year by those who have had 
charge of such work ; and apaper on this subject, treating of the lines pur- 
sued in rebuilding, could not but bring outa vast fund of valuable informa- 
tion. Secondly, a paper treating of the method of construction adopted in 
some special piece of engineering would doubtless be of value to many an- 
other member in planning some future work. 

Again, their are doubtless many gentlemen who have struck out in some 
new line in Jaying mains or services this summer which would be of interest 
to the Association; or, perhaps, in overhauling old pipes some infcrmation 
relative to the different kinds of joints has been acquired, which the frater- 
nity would be wiser for knowing. 

In truth, the reason we have not more papers at our meetings cannot be 
from a dearth of subjects, but must rather be ascribed to the difficulty of 
making a selection. I sincerely trust the members will co-operate with the 
officers, so that there may be an abundance of papers at our Washington 
Convention, and that they may be forwarded to the Secretary at as early 
a date as possible, 

In conclusion I would say, any suggestious as to the coming meeting will 
be thankfully received and duly weighed. Respectfully yours, 

C. J. Russenn Humpureys, Secretary, 





AFTER-THOUGHTS RELATING TO THE ST. LOUIS MEET- 
ING OF THE WESTERN GAS ASSOCIATION. 
ee 
Numeer III. 

The paper read by Mr. B. E. Chollar, of Topeka, Kansas, entitled ‘‘ Prac- 
tical Photometry,” proved to be one of more than ordinary interest ; and I 
would fain here put myself upon record as thinking that it did not receive a 
proper share of attention and consideration at the hands of the members 
of the Association. Certain itis that this subject is very well worthy of 
close study on the part of the brotherhood of gas engineers. 

The writer of this series of ‘‘ After-Thoughts ” had the pleasure and profit 
of inspecting some tables and diagrams gotten up by Mr. Chollar, which were 
to be used in connection with his system of photometry. They were not 
only ingenious, but had the extreme value of exceeding simplicity—a feature 
in all cases, and under all circumstances, worthy of imitation. I am unable 
to agree with Mr. Chollar regarding the superior advantage of the German 
method of obtaining a standard light, even though the author does consider it 
a much more rational style than that followed by those who accede to the 
English practice. In this connection I desire to endorse the suggestions 
contained in the communication of Frederic Egner, as published in the 





which will always burn as uniformly as the sample tested by him, while 
making the experiments recounted, it would seem as though such a fluid 
would furnish a much more reliable standard medium than the sperm can- 
dle. M. Violle’s fused platinum may approach more nearly to the great 
desideratum—an absolute unit of light ; but its adoption, in a general way, 
[ will venture to say, is not likely to occur with any great degree of speed, 

Professor Douglas still firmly adheres to his theory that carbonic acid—in 
the mode of purification followed by him—is absorbed by the earthy matter 
which is found mixed with the native oxide. He gives, as an example of 
evidence in support of his position, the action of the earth in the earth 
closet, where it does absorb foul gases. The conditions, however, as they 
appear to me, have no co-relation ; indeed, they are totally dissimilar. In the 
earth-closet the clayey material is expected to absorb about all vapors that 
are evolved ; now, in the gas purifier, there is a constant stream of gas pass- 
ing through the purifying mixture, and why carbonic acid should be occluded 
there, while other gases are permitted to pass on, is simply beyond my com- 
prehension. 

One perhaps should not condemn Prof. Douglas’s theory until he is pre- 
pared to offer a more rational one. Having employed oxide of iron almost 
exclusively as a purifying agent for the last sixteen years, every contribu- 
tion towards a better knowledge of how to handle it in working (and every 
discovery connected with its capacity and value) possesses especial interest 
for me ; and my ease is doubtless but that of hundreds of others. 

Now, if it is the earthy portion of the material which is to be credited as the 
absorptive agent of CO, in the case of Prof. Douglas, why should we not all 
follow his theory by introducing earth into our oxide boxes in combination 
with the iron? The figures in the analysis of his gas, as given by the Pro- 
fessor, show that something is accomplishing the work most effectively. 

Can it be that he does not remove much of his unmonia in his serubbers, 
but permits it to be absorbed by the moisture in his boxes, where it com- 
bines with the CO,? Should this be the case, would there be a sufficiency of 
ammonia present to remove the CO, so effectually? Is there any element 
or compound in his mixture that will decompose the sulphide of ammonium, 
formed as the gas traverses the pipes, permittting the SH, to go to the iron 
and NH, to combine with the CO,? Jt is to be regretted that a perfect 
analysis of the material was not incorporated as a part of his paper. To 
come back to our interrogations—can there be a compound present that 
unites directly with the CO, and the resultant carbonate be decomposed by 
the heat generated during the process of revivification of the oxide ? 

This removal of CO, is a question which should be either thoroughly 
ventilated through the columns of the JourNaL, or at our Association 
meetings. 

The paper presented by Mr. E. MeMillin, of Columbus, ( Yhio, and headed 
‘Testing the Value of Coals for Gas Making,” 
the common run, and full of food for mental digestion, The results 


was something out of 


reported in it certainly justify the expectation that some labor will be taken 
by one or more of Mr. MeMillin’s confreres looking to a verification of the 
tests made. By this we do not wish to imply that Mr. MeMillin’s figures 
need verification of themselves ; the care taken in studying the matter out 
shows how conscientious the gentleman must have been in their prepara- 
tion. No; we hope that similar tests will hereafter be reported in order that 
comparison may be made over a wide average extent of territory. At the 
risk of being considered captious we feel impelled to make the remark that 
it is a pity Mr. MeMillin did not give the names of the different coals 
operated upon. 

The large per cent. of loss reported in most of the tests proved somewhat 
in the nature of a surprise to many that were present. There seems to be 
no particular relation between the per cent. of loss, and the yield per pound 
of coal. For instance, Test No. 5 shows a yield of 4.50 feet per pound and 
a loss of 16.19 per cent., while Test No. 7 shows a yield of only 4.20 to the 
pound and the loss figures as but 7.34 per cent. Again, No. 9 shows yield 
of 5.21 and loss of 1.75 per cent., while No, 12 shows a yield of 5.455 and a 
loss of 4.03 per cent. On the whole, these results would seem to indicate 
that the material reckoned as lost was not a gas producing substance. We 
have seen published statements of tests made on English gas coals where 
the loss ranged all the way from 4 to 15 per cent. of the coal charged. 

The per cent. of water developed in many of the tests is very large; the 
coal, as he reports, with the largest percentage of oxygen showing the largest 
percentage of moisture or water. This may very properly raise the ques- 
tion of the condition in which oxygen exists in coal. Is there a compound 
occluded in the coal—of which oxygen is an element—other than H,O? 
Laboratory analyses of the coals show them to contain from 3 to 5 per cent. 
of water; the tests in gas works obtain from 9 to 15 per cent. It is evident 
that the excess of water comes from the union of a large per cent. of the 
oxygen present with hydrogen of the coal. Now, since heated carbon decom- 
poses H,O, why is the oxygen not converted to CO instead of H,O ? 

‘hese questions may appear devoid of practical interest to the average 





JournaL for June 16. If that gentleman can with certainty procure an oil 


gas manager ; this is unfortunate, and oughtnot to beso, The gas manager 
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should be as thoroughly conversant with every combination and dissociation | 
that occurs in the distillation of coal, as are the scientifically skilled metal- 


lurgists in the manipulations of their smelting processes. 
‘¢ DEvTA,”’ 





OBITUARY.—MR. C. V. SMITH. 
es 

In our issue of July 2d we conveyed to the fraternity, in a few short 
words, the sad news of the death of a brother engineer whose talent and 
probity had earned for him a reputation second to that of none other of his 
fellows in the United States. Recognizing the fact that death’s dread mes- 
senger speeds on his darksome way without giving premonition of his near 
approach, nevertheless the termination of Mr. Smith’s earthly career came 
with appalling suddenness, since it was the opinion of all his intimates that, 
while far from haying recovered the usual heartiness aid ruggedness of his 
normal state of health, he was fast recuperating from the symptoms of the 
disease which, prior to his last trip to Europe, had caused his relatives some 
anxiety as to its probable results. But if we now have occasion to mourn 
for the loss of one whom we fain would have retained with us, our grief may 
be partially abated through remembering that his life was marked with all 
the traits that go to make up true and honest manhood. What better epi- 
taph than this can be written ; what greater consolation can be afforded to 
his relatives and friends. 

In hastily attempting to give a sketch of the character and history of his 
life, any accctnt that may be given must fall far short of the marx ; for the 
deceased gentleman was one of the sort who never make parade of their ac- 
tions—the characteristic of his career being to act well his part, deriving his 
reward from the pleasant consciousness of having done his duty to the best 
of his ability. 

Mr. Charles Vandervoort Smith was born in the city of New York on the 
5th day of October, 1837, and came from the loins of that sturdy old Knick- 
erbocker stock that has done so much to promote the material interests of 
the city of his birth. In the year 1852, when not quite 16 years of age, he 
entered the service of the Manhattan Gas Light Company, of New York city, 
as an assistant to the late Dr. William H. Ellet, who had charge of the com- 
pany’s laboratory. He continued in that position until 1857, when he divid- 
ed his time between the laboratory and the engineer’s office, still, of course, 
holding a subordinate place. In 1866 he was appointed assistant engineer 
and superintendent in charge of the Eighteenth street station of the com- 
pany’s works. 

From this it will be seen how rapidly the young engineer advanced in his 
profession, when, at the age of 29, he was found competent to be placed in 
charge of the manufacturing details of a plant—although it was only rated 
as a station—the character of whose operations were on a scale of greater 
magnitude (even in 1866) than three-fourths of the gas companies in the 
United States to-day. In 1871 Mr. Smith was appointed engineer-in-chief, 
holding that position at the time of his death. The deceased gentleman had 
the good fortune to imbibe the details of his chosen profession from the 
fountainhead of no less an instructor than that Nestor of American gas engi- 
neers, General Charles Roome ; and right earnestly and zealously did he 
apply himself to mastering the principles of his business; and that he ac- 
quired this knowledge is best proven by pointing to the prominence of the 
company that he served so faithfully and well. It might be here mentioned 
that Mr. Smith accompanied General Roome to Europe in the year 1857 ; 
and it goes without saying that the youthful and ambitious student neglected 
no opportunity for inspecting the model foreign gas plants, in order that he 
might store his mind with the facts and figures gained by a comparison of 
the best European practice with the ideas then in vogue in America, 

The deceased gentleman was one of the founders of the Society of Gas 
Lighting ; being elected to the vice-presidency of that body when the office be- 
came vacant through the decease of Mr. George W. Edge. To this position 
Mr. Smith was re-elected each succeeding year. The deceased took a very 
active part in maintaining the objects for which the Society was founded ; 
and the condolence of the fraternity will go out to the Society of Gas Light- 
ing in having lost by death the services and counsel of such men as George 
W. Edge, George Dwight, Major G. Warren Dresser, and C. Vandervoort 
Smith within the space of four years. Mr. Smith was also an esteemed and 
honored member of the American Society of Civil Engineers, being elected 
thereto in the year 1876. He was chosen a member of the Board of Direct- 
ors of that body in the year 1877, and served thereon for the three following 
years. 

In the year 1860 he was united in marriage with a daughter of Mr. J. F. 
B. Maxwell, a well-known and respected citizen of New York city. His 
married life was like unto the rest of his career, in that it was harmonious 
and happy. By this marriage two sons were born ; and his wife and children 
survive him. 

During the early part of 1883 Mr. Smith first felt the symptoms of an ap- 





duty, refusing to believe that his retained strength would prove insufficient 
to the task of conquering what he deemed was notbing likely to prove of 
serious import. ‘To all those who had the pleasure of a personal acquaint- 
ance with the deceased gentleman, such ideas would seem to be well founded, 
as he had been endowed by nature with a magnificent physical structure, 
was still but in the first years of the prime of existence, and had never before 
known what it was to be under a doctor’s care. Notwithstanding all this the 
disease made rapid progress ; and toward the close of last autumn the manage- 
ment of the Manhattan Company insisted upon his taking a voyage to 
Europe. Accordingly, on the 31st of October last, accompanied by his wife 
and younger son, he sailed for Europe on the steamship Servia. The sea- 
voyage, and subsequent travel throughout different parts of the old world, 
appeared to have had the sought-for effect; and those who met him after 
his return all agreed that, though still not thoroughly keyed up to the 
proper physical pitch, it was merely a question of time when he would be 
the ‘‘ Van” Smith of former days. These hopes were doomed to speedy 
dissipation. He arrived in New York on May 26, and was soon again in 
harness, but he gradually felt that his strength was failing, and was obliged 
to take to his bed. A few short days of intense suffering followed, death 
intervening on the morning of Monday, June 30. 

The fuueral services were held at the Church of the Holy Trinity, at Mad- 
ison avenue aud Forty-second street, this city, on Thursday, July 3, amidst 
a large gathering of relatives and friends. The gas fraternity was prominent 
in its representation thereat ; indeed, all those who had time enough to 
come on from the neighboring cities were in attendance. 

Mr. Smith lived the life of a true Christian gentleman, always courteous, 
even-tempered, generous and hospitable. His motto through life has been 
to do unto others as he would have them do to him. Having known him 
intimately from his earliest boyhood we can truthfully and sincerely attest 
to the sterling merit of his life and worth. 





The Albert Medal of the Society of Arts. 
—_ 
The Albert Medal of the Society of Arts was this year presented to no less 
a personage than areal ‘“‘live Yankee "—Mr. James B. Eads. The pre- 
date of Wednesday, July 16, at the Marlborough 
House, Mr. Eads receiving the honor at the hands of the Prince of Wales, 
This medal was founded in 1862 in 
memory of the Prince Consort, and is annually awarded to one who has 


sentation Was made o1 
who is President of the Society. 
gained distinguished honor in promoting arts, manufactures or commerce. 
Among the other 20 recipients prior to Mr. Eads will be found the names of 
the most celebrated scientists of recent times. This honor is all the more 
complimentary to the ‘‘ Yankee ” engineer from the fact that his name was 


suggested to the Society of Arts by the Council of the Institute of Civil 
Sngineers, and the suggestion was unanimously accepted by the members of 


the first named body. In replying to the remarks made by the Prince 
of Wales, on the occasion of the presentation, Mr. Eads said that he 
recognized the award as a token of good will on the part of the Society 


towards his countrymen, rather than for any merit of his own. 





Lightning as a Destroyer of Petroleum Oil. 
SS 

Here is a partial record of the devastation caused by the destruction of 
oil storage tanks through strokes of lightning during the prevalence of 
thunder storms in the months of May and June: 

At Cleveland, Ohio, on the 24th of May, a 3,000 barrel tank, owned by 
the Excelsior Retining Company, and a 30,000 one belonging to Clark 
Brothers & Co., were fired; loss, $30,000. Tank No. 298, owned by the 
National Transit Company, containing 25,000 barrels of crude, and located 
in Karns City, Butler county, Pa., was destroyed on the night of June 1. On 
the evening of June 19, a stroke of lightning set fire to a 6,000 barrel tank 
belonging to the New York and Dennison Oil Company, of Tidioute, Pa. 
Tank No. 7,423 of the National Transit Company, situated at Colegrove, 
McKean county, Pa., holding 34,300 barrels, came to grief on June 21. We 
have previously given an account of the destruction, on night of May 23, of 
the works of the Atlantic Refinery at Point Breeze, just close to Philadel- 
phia, Pa. Lightning struck a large tank, and the fire spread over the en- 
tire plant, the conflagration lasting several days before it was entirely sub- 
dued. Oil to the extent of 90,000 barrels was destroyed, and the total 
damage occasioned reached the imposing figure of $450,000. 





Baku Prrroveum.—According to Professor Mendelyeff’s analysis the 
Baku petroleum contains from 20 to 40 per cent. of lubricating matter, 
while the American contains but 7 per cent. of this substance. The wells 
will not average a depth of 500 feet, The deepest well yet drilled in that 





proaching struggle with disease, but persisted in attending to the routine of 


region is but 8 5 cet deep 
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fOrrictan Report.—Continued from page 34. ] 


Seventh Annual Meeting of the Western Gas Association. 
—— 


HeEup at THE SovurHern Horen, St. Louis, Mo., May 14, 15, and 16, 1884. 


Seconp Day—Mornin@ SEssion. 


Upon conclusion of the discussion proper on Prof. Douglas’s paper (given 
in last issue), Vice-President Lansden said, if there were no other questions 
to be asked concerning the topic treated of by Prof. Douglas, he would like 
to claim the attention of the Association for a short while. He had had no 
previous intimation that he (Mr. Lansden) would be called upon to preside 
over the deliberations of the convention, and accordingly had prepared a 
couple of brief papers. As one of those papers was connected with a subject 
that had been developed during the course of the discussion on the paper 
read by his fellow-member, Prof. Douglas, he thought this might possibly 
be a most appropriate period in the proceedings to read the one that hinged 
somewhat on the topic last discussed. 

This course was unanimously agreed to; Mr. Somerville was called to the 
chair, and Mr. Lansden, continuing, said: 


In the ideas advanced I am rather disposed to agree with Mr. MeMillin, 


and feel inclined to differ from the theory advanced by Prof. Douglas as to | connected together to one pipe ; 


However, I will endeavor to ex- 
My paper, which is entitled 


the taking up of the light hydrocarbons. 

plain this a little further on. 
DIP-PIPES, 

is as follows : 

There are several mechanical appliances connected with gas works appar- 
atus that to this day are the occasion of wonderful diversity of opinion, 
principally occasioned by difference of usage in placing and disposition of 
the various descriptions of vessels. The dip-pipe, I think, shows more 
prominently in this lack of uniformity than almost any other part of the 
machinery. 

I would not have you think that I consider this other than a time-worn 
topic, all scarred up with the marks of many a well-fought discussion ; still, 
I think it is well to revive these questions once in a while, with a view to 
ascertain whether we are approaching any nearer to the goal of uniformity, 
or have arrived more closely at the knowledge of what is the best arrange- 
ment to make in the disposition of this truly important factor in the system 
of gas works machinery. 

We all know of the great number and variety of inventions that have 
been introdued with the object of doing away with the seal altogether dur- 
ing the time when the charge is being worked off. Experience has taught 
me the difficulty of finding two gas plants in which the system of dips is 
arranged alike. Some claim they run entirely without a seal ; others assert 
that the best results are gained when working at one-eighth ; while again 
we may follow that fraction up in all its various ascending scales, until we 
reach the place where the followers of the seal system claim advantage im 
running at two or even three inches. I presume that each one of us has 
settled this mooted question to suit his individual case ; and for that reason 
I would here like to state, should any discussion follow the reading of this 
brief note, that the opinions of the gentlemen present will be thoroughly 
ventilated. 

I will say, as the result of my own experience, after having tried a num- 
of devices for handling the seal during carbonization, that I abandoned 
them all, and have put this work now solely on my exhausters. This prac- 
tice I have followed during the past six years ; and, from the present phase 
and condition of the question, propose to continue on under the same 
method. 

In the works under my charge the dips show a seal of from 2} to 3 inches, 
the 3-inch seal being located near the end of the main that is farthest from 
the tar overflow. I have four hydraulic mains, each something over 100 
feet in length. I take the tar from one end only. I run the exhauster at 
from 1} inches to 2 inches vacuum ; this gives me from one-half to three- 
quarters of an inch which will have to be displaced by the retort gas before 
it bubbles up through the tar. The benefit I claim from this mode of ar- 
rangement is what the gas gains while passing through the hot tar. 

I am aware that this is in direct contrast to the theories of a great many 
engineers, who are consistent advocates of the theory that the gas should be 
This style of ar- 
gument is backed up with the opinion that the tar takes more from the gas 


divorced from contact with the tar as soon as is possible. 


than it in return gives in the shape of what is valuable as an illuminant. 

My experience has been such as to convince me of the faultiness, if not 
entire error, of such claims ; and I hold to the opinion that what the gas 
thus takes up from the tar goes a long way toward keeping up the candle 
power. Further, it seems to me as though this were a question which could 
be easily solved by anyone who has an exhauster in his works. 

Perhaps I could make my plan of action more easily understandable by 


| 
| 
| 


sketching on the blackboard a diagram of my hydraulic main and its con- 
nections, 

[This the speaker proceeded to do; and, after finishing the drawing, 
continued, | 

I have here tried to sketch the plan of my hydraulic main. Here is the 
dip-pipe, and there the tar line, also retort connections and seal. I try to 
run at from } to ¢ of an inch seal. I bubble the gas through the hot tar at 
this point {indicating}. The gas passing from the extreme end of the main 
has to pass through at this point. I tried the experiment of running at zero 
for about a week, and then compared the results of such working with the 
plan here outlined. T follow 
My gas passes 

I try to keep 
the condensers at 70°, and I do not believe in shocking the gas any more 


I found my own plan was to be preferred. 
out the practice of closely watching the temperature. 
through 300 feet of pipe before it reaches the multitubular. 
than is necessary. I can make naphthaline anywhere. I try to run at a 
bright orange heat; white heats I do not like; and I agree with the Pro- 
fessor as to his remarks concerning them. I have no stopped standpipes, 
and no appreciable bother from tar in the main. 


Discussion. 

Mr. MeMillin—Do you run the whole of your gas through the main ? 
Mr. Lansden—As I stated, I have four hydraulic mains ; these four are all 
then this pipe travels a distance of 300 feet 
to the exhauster. By this means I find I get a gradual condensation (which 
is what I want) from the retort house to the succeeding sequence of appar- 
atus. 

Prof. Douglas—Allow me to ask what your experience is in regard to the 
multitubular condenser. Are you in favor of it ? 

Mr. Lansden—I favor it for this reason: 
properly control my temperatures with. 


it is the only coadenser I can 
[ have a blank in my office that I 
require my engineer to fill out twice every 24 hours—at four o'clock in the 
morning and four o'clock in the evening. I know pretty nearly what quan- 
tity of gas I will be required to send out. Should it be necessary to decrease 
my output, from any circumstance, such as dropping off benches on account: 
of the moon-table system of street lighting (St. Louis still adheres some- 
what to this rather antiquated practice), I give the requisite instructions as 
to amount of water that is to be fed to the multitubular. 

Mr. Gimper— What is the temperature of your gas as it leaves the hy- 
draulic main ? 

Mr. Lansden 


ture of about 140 


About 148° to 150°. 
-that is, after having passed through the 300 feet of pipe. 


It enters the condenser at a tempera- 


The paper was further discussed by Messrs. Somerville, Smith, Starr, 
Moran, Highlands, Odiorne, and others : 


tions were not relevant to the topics embraced in the author’s original pre- 


but as a great many of the ques- 


sentation of the matter, we will not here reproduce them. | 

On re-assuming the chair, Vice-President Lansden called upon Mr. E. 

MeMillin, of Columbus, Ohio, to read the following paper on 
RETORT FURNACES, 

There is, perhaps, nu more profitable subject or more fruitful theme for 
discussion at the present time than that of retort furnaces. The gas furnace 
regenerative or otherwise—is deservedly attracting the attention of many 
gas works managers. Several forms of the gas furnace are patented ; just 
what the patentable features are I am unable to state. But there are other 
forms and styles for which no patents are claimed. Many claims are made 
for the economical working of some of these furnaces that seem almost pre- 
posterous to managers who have not tried them ; but the experience gained 
during the last month by the use of four furnaces, each heating six retorts, 
in the Columbus (Ohio) gas works, leads me to believe it quite possible for 
any of the claims made to be verified. 

These furnaces were constructed under the benches, in basement arches, 
a portion of the arches being cut away to let the gases pass freely up to the 
retorts. They were patterned after what is commonly known as the Cincin- 
nati furnace, differing from this description only in minor details, The 
furnaces are 14 inches wide at the grate bars, widening out to 20 inches at 
top of door ; straight walls from this point to within 30 inches of upper 
floor, then contracting to 14 inches up to retorts. The furnaces are 3} feet 
long inside, and we use six grate bars 1} inches square, 

The hot coke is drawn into the furnaces from the retorts through a chute 
entering the furnace below the floor level. The arches in which these fur- 
naces were constructed are 7 ft. 6 in. wide, and 13 ft. 3 in. high, to level of 
floor above. The top of ash-pan is set on a level with basement floor ; from 
top of ash-pan to grate bars measures 30 in.; from grate bars to coke chute 
is 7 ft. 9 in.; from coke chute to air ports, 24 in. 

The walls of the furnace proper are 23 in. thick in the sides, 27 in. thick 
in the back, and 18 in. thick in front. The back wall was made heavier 
than the sides, partly because it probably sustains more pressure from the 


coke as it pitches into the furnace down the inclined chute, and sometimes 








against the back wall ; but principally because there was room to make the 
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walls this thickness at the back, while the sides could not be made so heavy | 
for want of room. The front was made lighter than the sides under the im- 
pression that walls 18 in. thick*were heavy enough at any point where it 
could be reached and any cracks kept pointed up, to prevent leakage of air 
into the furnace. 

On each side of the furnaces, along their entire length, breadth, and | 
height, there is an air space 7 in. wide. This leads back into a rectangular | 
space at the back of the furnace, which space is about 3 ft. by 7 ft., and ex- | 
tends up to the under side of the arch sustaining the back end of the retorts. | 
Close-fitting adjustable doors are fitted to the open space, through which 
admittance is had to the ash-pan. With these sliding doors the supply of 
air for primary combustion is attempted to be regulated. 


On a level with the grate bars, and on each side of the furnace door, there 
is an opening 5 in. by 9 in., with sliding door, for the admission and regula- 
tion of supply of air for secondary combustion. The cold air passing into 
the large space surrounding the furnaces displaces the warmer air, which is 
carried up to air ports, and there combines with the carbonic oxide and 
hydrogen gases from the furnace. I have tested the temperature of the air 
in the air flues, at a point about 12 inches below the openings into the fur- 
naces, and find that it averages from 280° to 300° F. 


When coke is permitted to run low in the furnace, the walls gets much | 
hotter than when the furnace is kept full; hence the variation in temper- | 


ature of the air entering the furnace. We keep water in the ash-pan, and, 
in addition, a very small jet of steam is discharged just under the grate bars, 
which effectually breaks up or prevents the formation of clinker. Our fire- 
men run a flat iron bar over the grate bars about once every hour, to rattle 


. . » 6 . | 
out the ashes and break up a spongy mass, quite brittle, but sufficiently im- | 
pervious to the air to partially choke the draught if permitted to remain | 


undisturbed. 

Once every four days we let the furnace ‘‘run down,” as the workmen 
term it ; that is, they will put no coke in it for twelve hours, and then clean 
out everything in the furnace. This we have to do to keep the fine ashes 
from accumulating. We find no trouble in maintaining good heats while 
letting the furnace down ; in fact the supply of air must be reduced to pre- 


vent the furnace getting too hot, until it gets very low. As the depth of the | 
coke is reduced the CO, is not broken up; and hence the increased temper- | 


ature of the furnace, The supply of air for secondary combustion should be 
gradually reduced during the ‘‘ letting down” process; and when the door 
is thrown open to rake out the refuse, the damper on top of stack is closed. 
When the furnaces are in their normal condition, if I may use that term, 
the velocity of the air entering the side flues is found to be constant when 


tested by the anemometer ; but the supply of air for the primary combus- | 


tion is not so easily kept at 2 fixed velocity. In fact, I find it almost con- 


e . . - . | 
stantly changing ; being most rapid immediately after the ashes are rattled 


out, and gradually slowing up to the time these are again removed. 
This feature is, I presume, not peculiar to this form of furnace. In fact 


the quantity of air entering these gas furnaces, through a given space, prob- | 


ably varies much less than in the old style of furnaces—the greater mass of 
hot material in the gas furnace apparently tending to maintain a more uni- 


form draught. Still this change of velocity in the air current prevents us | 


obtaining anything like theoretical results. It would appear that, in order 
to get anything like perfect combustion without using an excess of air, it 
becomes necessary to constantly change the supply of air for secondary 
combustion to correspond with the changes of primary supply. 

Preventing the formation of clinker is not by any means all that the use 
of steam accomplishes. ‘To get two feet of carbonic oxide gas, admitting 


only air to the heated coke, it is necessary to heat four feet of nitraégen to| 


the temperature of your retorts. 

I shall not bore you with any calculations to show the loss of heat when 
using atmospheric oxygen for combustion ; but suffice it to say that you do 
not have to heat any superfluous matter in generating carbonic oxide with 
steam. Theoretically, we can only get from the decomposed steam the 


same quantity of heat that was required for its decomposition, But, while | 


that is true, guantity of heat is not the only point desired ; intensity is also 
highly essential. Again, the steam for use under the grate bars may be 
generated with coke screenings—a waste fuel—and enable the works to dis- 


pose of a saleable commodity that would otherwise have to be consumed in 
| 


the furnace were steam not used. 

But, doubtless, a better, and certainly a more economical way, would be to 
adopt the plan used by Col. Stedman (where you have sufficient height of 
stack to give the required draught), and evaporate the water by passing 
waste gases under the ash-pan. I have seen it somewhere stated that Col. 
Stedman evaporated as many pounds of water from his ash-pan as he used 


pounds of coke in his furnace. Up to the point of reducing the tempera- | 


ture of the coke below the combining point with the oxygen of the steam, I 
can see no great economy in the use of steam. If this statement respecting 
Col. Stedman’s furnace is true, I do not see that he needs any air for pri- 
mary combustion. In fact, if the steam should all be decomposed there 


would be no more carbon for the oxygen of the air to combine with, assum- 
ing that the per cent. of ash in the coke about equals the per cent. of hydro- 
gen in the steam. 

The retorts in our benches heated by gas furnaces are 14 in, by 24 in. by 


|8 ft. 9in. long. We can easily charge 309 pounds every four hours, and I 


think, if necessary, could run it off in three hours ; but this we have not 
tried to do, The quantity of gas per mouthpiece per day depends upon the 
character of the coal used. We are now using three grades ; the lowest 
making from 3.80 to 4 feet per pound; the second from 4.50 to 4.75 feet ; 


| and the third grade from 5 to 5.26 feet per pound. 


Having at present six other benches in use, we cannot conveniently meas- 
ure the quantity made by these four benches ; but I think it sufficiently 
accurate to say that each retort will coke 300 pounds of good Youghiogheny 


coal in four hours. This would equal 1,800 pounds per day; and 5 feet 


| (which we ought to make) to the pound equals 9,000 feet per mouthpiece. 


Now, if we charge the same weight of coal into each of the retorts, and draw 


two retorts out of the six into the furnace, we use one-third of the coke we 
make ; and, furthermore, in calculating under this rule the quantity used, 


we cut off that ubiquitous fellow ever ready to ask if ‘‘ that 334 per cent. is 


| by measure or by weight.” 

| Every fourth day each bench uses about one-fifth of the coke made. On 
other days the quantity will vary with the quality of coal we are carboniz- 
ing. With good Youghiogheny coal, three days out of four we will use the 
coke from ten retorts in 24 hours. Now, as there are six retorts to the 
bench, and each charged six times in 24 hours it equals 36 retorts, and ten 


|is 27 7-10 per cent. of 36. Again, if the coal yields 65 per cent. (or 65 pounds) 


hot unquenched coke for each 100 pounds coal charged, and we use 27.7 
per cent. of that coke, we are then using a fraction over 18 per cent. of the 
weight of the coal charged. But we do occasionally run on nine retorts per 
day. We then use one-fourth of the coke made, or 16} per cent. of coal 
charged. By a pretty free use of steam we have run, for two or three days 


at a time, with nine retorts to the bench, using coke from coal that gives 
but 58 pounds of coke for 100 pounds of coal; in this case we use but 143 
per cent. of coal charged. With the old form of furnace we use about one 
half of all the coke we make. 

The saving in fuel is by no means all the advantage to be obtained fiom 


the gas furnace. With our old benches we average one man to every 8 retorts ; 


they work in gangs of three each. The old retorts are smaller and, with 
| the settings in use, we can charge but 200 pounds per mouthpiece. The 
| stokers do not take care of the coke. With our new benches we employ the 
same numberof men, but charge 300 pounds per mouthpiece; and, conse- 
| quently, make 50 per cent. more gas per man, and they do take care of the 
|}coke, Two men remaiu on the upper floor and do the drawing and charg- 
jing. The coke all falls either into the furnace or through the floor into a 
barrow placed below to receive it. On the upper floor there is no coke to 
move or handle, no fires to clinker, no ashes to wheel out—everything is as 
clean and pleasant as the men could possibly desire. In the basement the 
hclper quenches the coke, wheels it to the dump once every hour, rattles 
; out the ashes, aud cleans out one furnace each day. No fire, is visible any 
where; and in fact the men, both above and below, have much less manual 
| labor in producing 9,000 feet per mouthpiece with the new, than they had to 
perform, while making 6,000 feet per mouthpiece, with the old benches. 
| Some of this gain, however, is due to the new retorts being longer than the 
| old. 

We shall construct four similar furnaces under benches set on basement 
arches. I am inclined, however, to believe that in attempting to get a fur- 


nace so deep that it would be impossible for any carbonic acid to escape be- 
ing decomposed, and in this way get the most economical results from the 


fuel, I have possibly erred on the other side. We are troubled some with 
fine ashes up some distance in the furnaces, which, together with the great 
depth of coke, obstructs the draft if not carefully attended to. The time 
required for the coke to pass from top to bottom of the furnace is ten to 
| twelve hours, and as there is a little combustion occurring all the way up 
| quite a bulk of ashes is set free in the body of the coke. This trouble, if I 
may dignify it by so strong a term, may, in a measure be caused by air en- 
tering through cracks in the walls of the furnaces, though the absence of 
clinker tends to disprove this idea. Bringing our steam into the space below 
| the grate bars from steam boilers that generate steam for other purposes, as 
| we do, it is not easy to calculate the quantity of oxygen introduced in this 
| way; and we are, therefore, unable to determine by observation or calculation 
whether any air is getting into furnaces through cracks in the walls. In 
this respect Stedman’s plan is certainly superior to the one we have fol- 
lowed. 

In regulating the quantity of air for secondary combustion I ascertain 
about the weight of coke entering the furnace each day, deduct the per cent. 
| of ash, calculate the quantity of carbonic oxide this will generate, ascertain 

the velocity of the air entering air chambers, and adjust the openings so as 
to admit the almost exact quantity required to burn CO to C6.. As before 
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stated, we find but very little variation in the velocity of air entering air 
chambers, 

I have not yet made any analysis of the escaping gases, nor determined 
the temperature at which they escape from the settings. Our flues dis- 
charge only 3 feet above top of benches. No flame is ever seen issuing 
(showing perfect combustion) from which fact I am inclined to the belief 
that we have been admitting an excess of air. The naked hand can be 
passed across the top-of the flues without giving pain from heat. 

We shall construct eight benches of sixes, or rather refill eight arches this 
Summer, in the old part of our works where there is no basement in which 
to construct the style of furnace here described. In replacing or - refilling 
these eight benches we shall put in a modified form of the gasfurnace. We 
shall go down three or four feet below the level of retort house floor with 
our ash-pan, and as we can connect these benches with a smoke stack 85 
feet high, we will be able to make the furnaces not only generators but 
regenerative—utilizing the heat of the waste gases. 

I might say, in addition, after having written this paper I concluded that, 
in running our furnaces with such a depth of coke, we were probably over- 
stepping ourselves a little ; following out this reasoning I reduced the coke 
depth to three feet, and after a trial lasting eight days have had no occasion 
to complain of that action. 

Discussion. 

Mr. Cosgrove—You may have stated (but I did not notice it) a fact that I 
would like to inquire about. What proportion of the coke produced is used 
in the furnace ? 

Mr. MeMillin—Of all that is manufactured ? 

Mr. Cosgrove—Yes. 

Mr. MeMillin—When we first started in—to avoid the question of whether 
the coke was measured or weighed, about which gas men appear to have dif- 
ferent opinions—we commenced by drawing two retorts out of six, feeding 
into the furnace just one-third of the total quantity of coke produced, with- 
out regard to weight or measure. Of course it is understood that the same 
weight of coal was put into each of the six carbonizing vessels. We found 
that the furnace did not require that quantity of fuel; and so, in the course 
of our experimenting, in the attempt at regulating the proper coke supply 
to the furnace, and in the adjustment of the air supply, we have now arrived 
at the point where we use less than one quarter (without reference to weight 
or measure) of the entire coke product made. 

Mr. Smith—What is the difference between your furnace and those of 
Messrs. Livesey and Somerville ? 

Mr. MeMillin—The ditference, perhaps, is this—theirs are regenerative, 
while mine is simply generative. 

Mr. Smith—Do you find any difference in the heating conditions of your 
furnaces owing to, or caused by, variations of atmospheric temperature ? 

Mr. McMillin—No;I think not. I think that atmospheric variations are 
never sufficiently marked to cause such a condition of things. 

Mr. Smith—I remember having heard an engineer make the assertion 
that such wag the case—that wide variation in degrees of external air tem- 
per would affect the working of these furnaces. 

Mr. MeMillin—I would be inclined to charge such “‘ affection’ to the 
stokers rather than to the temperature of the atmosphere. 

Mr. Starr—You spoke of charging your furnaces every four hours. Do 
you charge two or six retorts at one time. 

Mr. McMillin—I made the statement simply to show that I draw three 
every four hours. 

Mr. Thomas—Did I understand Mr. McMillin to say that he was carboniz- 
ing this coal with less than one-fourth of the coke produced ? 

Mr. McMillin— Yes. 

Mr. Thomas—I suppose then it would be right to say, if your coke pro- 
duct reaches 36 bushels to the ton of coal carbonized, that carbonization is 
effected by the use of something less than a consumption of nine bushels. 

Mr. MeMillin—Yes. 

Mr. Thomas—The best result obtained under working with the regenera- 
tive furnace at our Eastern plants has only approached the iow figures given 
by Mr. McMillin. If my memory serves aright I think the best Eastern 
figures have been obtained either at Providence or Pawtucket. When visit- 
ing the former place, some ten days ago, Mr. Slater informed me that he 
was using about 30 per cent. of his coke—that 30 per cent. is by measure- 
ment. Benches built by me at the works of the Williamsburgh Gas Light 
Company in 1873, heated simply with the common furnace, would carbonize 
the coal with 30 per cent. of the coke made ; and the same thing is now done 
there to-day. In after experiments with these furnaces with the object of 
endeavoring to utilize, as far as possible, all the heat in the bench, and to pre- 
vent it escaping from the chimneys (the chimneys were short, running only 6 
or 7 feet above the stack), I putin tubes above the furnace doors. At first I 
tried a tube of three-quarters of an inch in diameter, increasing the size as I 
progressed with the experiment, until I got them up to a diameter of one 
and one-half inches. The outer ends of the pipe had a thread cut on them, 











and by using reducers, I could make the external opening of any diameter 
I desired—from one-half inch up to the fullsize of the pipe. In working 
with these tubes the best results were obtained where the outside opening 
was adjusted to a diameter of one inch. The admisssion of air in this way 
secured thorough combustion in the furnace, and no flame escaped from the 
chimney tops. The fire in the furnace bottom deadened somewhat, becom- 
ing more of a dull red, and less clinker was produced. I cannot say that 
under this style of working we decreased the quantity of coke used ; but 
there is no gainsaying the fact that the heat in the bench was increased, 

At the Manhattan Company's (New York city) works there is in use what 
might be styled a ‘‘double” furnace—i. e., one extending about as much 
below as above the retort-house floor. The upper door in this arrangement 
of furnace is simply for feeding in the hot coke drawn directly from the 
retorts ; the lower one is covered with a plate placed on a level with floor, 
and any additional air supply required for combustion can readily be ad- 
mitted by drawing this plate back from the front. When feeding the fur- 
nace a chute is placed in the upper door, the hot coke being drawn into this 
and pushed through with a rake. This furnace system has enabled the 
Manhattan Company to do about as well as any other works; and, unless I 
greatly mistake, the quantity of coke used will not exceed that required for 
the running of many descriptions of furnaces of the regenerative class. 

Col. Stedman, of Newport, Rh. I., has devised a furnace from which he 
claims to get excellent practical results. I have not yet seen it in operation ; 
but through what I have learned from conversation with those who have 
inspected it, I have no doubt but that it will rank as among the best of those 
yet built in this country. In speaking of the percentage of coke used in 
firing a bench I think a wrong impression is frequently obtained from the 
difference in prevailing modes of expressing such percentage. It would 
seem to me that the fact should always be determined as to what quantity of 
coke will be produced per ton from the grade of coal used, in order that no 
confusion may arise from an ensuing comparative statement. 

The question is frequently asked, and that, too, by some of those who 
consider themselves pretty well up in their business, if there is really any 
solid advantage to be gained in the employment of regenerative furnaces. 
I think that great benefit is to be derived from their installation. The one 
great obstacle that I know of to their general introduction appears to be 
that, in a great many cases, owing to circumstances of location, it is not 
practicable to go down 10 or 12 feet below the retort house floors in order to 
make the excavations necessary for such installations. At the ‘new plant of 
the Boston (Mass.) Company the coke floor is on a level with the outside 
ground surface, and the retort house floor is at an elevation of 12 feet over 
that. Mr. Vanderpool is putting up a similarly disposed structure at New- 
ark, N. J. In Boston it has been decided to make every preparation for 
regenerative furnaces, but it is not proposed to use hot coke in firing. On 
the other hand, those using hot coke claim an advantage of from 3 to 4 per 
cent. in following out the practice ; and all this goes to show how great is 
the difference of opinion existing on a subject the relative merits or demerits 
of which would appear to be questions admitting readily of speedy solution. 

Mr. MeMillin—I did not present this paper with the expectation that it 
would show better results than those obtained by other gentlemen working 
in the same direction. In fact, I am rather surprised by the statement 
made by Mr. Thomas, I did not think I had gotten anywhere near to what 
Col. Stedman had accomplished ; I supposed that Col. Stedman was using 
about 20 per cent. of his coke. 

Mr. Thomas—I did not speak particularly as to the furnace system in use 
at Newport. 

Mr. MeMillin—The old furnace spoken of by Mr. Thomas is practically 
the one I have spoken of in my paper—not as to depth, but the working of 
both would appear to be pretty nearly the same. 

Mr. Smith—lI am heartily glad that our friend MeMillin has been so suc- 
cesful in this respect. I would like to ask Mr. Somerville what his experi- 
ence has been in regard to regenerator furnaces, 

Mr. Somerville—I am sorry to say that I cannot give any detailed particu- 
lars concerning this question, my time having been so taken up with other 
matters. In a general way I can state that I am very much pleased with 
what has thus far been accomplished at my works in regard to improved 
methods of firing. 

[Messrs. Watts, Burtis, and other gentlemen still further debated the 
question. When the Vice-President announced that no more queries would 
be asked, Mr. Gimper moved that the thanks of the Association be tendered 
to Mr. MeMillin for his interesting communication. The motion was carried, 
and an adjournment was ordered, the members agreeing to reconvene at 


8 o’clock P.M. 
[To be continued.] 





ApopTinG THE WESTINGHOUSE ENGInE.—The Equitable Gas Light Com- 
pany, of New York city, has decided to adopt the Westinghouse engine for 
driving the exhausters ; this company is now putting in three (9 x 9”) for 
that purpose, 
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The Deseronto Sawdust Gas Process. 
—_— 
By Gero. WALKER. 
A lengthy discussion of all the points at issue between Mr. Bicknell and 
myself would not, I think, be of any special interest to your readers ; but, as 


it appears to me, there are some er:oneous statements contained in his article, 
published in your issue of July 16th, correction of which, more particularly | 
in view of the meagerness of available information in printed form appertain- | 
if | 


ing to the subject of the destructive distillation of wood, may possibly be « 
interest to gas producers. 

In my process for producing sawdust gas I do not manufacture residual 
products at the expense of either the quantity or quality of the gas, my 
primary object being, in common with coal gas manufacturers, to so conduct 
the process as to produce the largest quantity gas consistent with greatest 


illuminating power, and, at the same time accepting and utilizing any bye- 
products which may be evolved simultaneously with the operation of gas 
production. 

It has been an objective point of my experiments to ascertain the tempera- 
ture requisite to accomplish this purpose ; and, as a result of these experi- 
F 


Any great deviation above or below 


ments, I have found that in the case of dry wood, 1,500 is about the 
correct degree of heat to be applied. 
this figure causes a serious diminution in the illuminating power of the gas ; 
although at higher heats the quantity of gas produced is largely increased. 

When I stated that a 15 candle gas was suflicient for practical purposes I 
made the assertion advisedly ; for I found, on a reference to such authorities 
as were at my disposal, that the average illuminating power of the gas fur- 
nished from the works of about 300 coal gas companies, in various parts of the 
United States, does not much exceed 14 candles, 
error in the statement made by Mr. 


I think there must be some 
sicknell, when claiming that he pro- 


oO 
5 


as my experience of 15 years wm the distillation of wood, and the au- 


duces 12 to 15 candle 
Bs 


thority of no less eminent a chemist than Gmelin, would decidedly negative 


as from sawdust carbonized at a temperature of 1,000 


its correctness. The ordinary process of the distillation of wood is carried 


on at a temperature ranging from 750° to 1,000° F., and the gases produced, 
which are usually consumed in the retort furnace as fuel to aid in carrying 
on the operation of distillation, have very little illuminating power. 

Gmelin says that the gases evolved in the ordinary process of the distilla- 
tion of wood consist almost exclusively of carbonic acid, cartonic oxide, 
marsh gas, and hydrogen ; but if the process be carried on at higher tempera- 
tures, as for the production of illuminating gas, hydrocarbons, produced at 
the expense of the tar, make their appearance, and if the temperature be 
Furthermore, as the 
volatile products evolved from weod by destructive distillation contain at 


still further raised then pure bydrogen predominates. 


least 75 per cent. of water, and constitute 40 per cent. of the entire weight 
of the wood carbonized, it is evident that, in order to convert all the vola- 
tile products into fixed gases, a temperature sufficient to decompose water 
must be employed—a temperature which is about twice as great as that 
stated by Mr. Bicknell to be the one under which he works. 

It also seems strange, if all the residual products (including also the water 
contained in the wet sawdust) are, by Mr. Bicknell’s methods, converted into 
a permanent vaporous condition, that he does not obtain a larger yield of gas 

for, according to his own statement, the quantity of gas he produces from 
a given weight of sawdust, when decomposing all the volatile products, and 
adding thereto the gas evolved from three gallons of oil per 1,000 cubie feet 
of sawdust gas, does not exceed the quantity 1 obtain from an equivalent 
et 


weight of dry sawdust, while at the same time I also get considerable 
quantities of acetic acid, tar, ete. 

According to my reading of the early history of gas making, attempts 
were frequently made by the pioneer gas engineers looking to the carboniza- 
tion in a given time of large quantities of coal in vessels of various shapes. 
The experience of these investigators in this direction led them finally to 
adopt the present system as the one best suited to the end in view. I hope 
that I shall not be adjudged an egotist when I say that my own experience 
has led me to the conviction that the nearer the carbonization of wood, either 
for gas making or for the production of acetic acid, tar, ete., approximates 


to the best modern system for carbonizing coal the more satisfactory will be 


the results. 

In regard to the capacity of my apparatus for the production of sawdust 
gas, that will solely depend upon the number of retorts employed; and as 
the process of charging them with sawdust, as also the process of discharg- 
ing the residual products, is almost entirely automatic, any increase in the | 
number of carbonizing vessels does not necessitate a proportionate advance | 
in the amount of additional labor required for handling them. 





The Promises Given by Messrs. Sherman and Lemaire. 
—— 


’ 


A correspondent forwards us the following as ‘specimen bricks” of what 


| guarantee that the works will be in 





tion of their being granted tl 


Orleans, La. : 


1e privilege of operating a gas plant at New 


Ist. They will furnish a bond in $20,000 not to combine, directly or indi- 
rectly, with any other gas company. 

2d. To deposit with the City Treasurer $100,000 of New Orleans bonds as a 
operation in 18 months. 
hs to pay into the city treasury $50,000 for public 


+ 


3d. Within four mont 
improvements. 

4th. They will pay the salary of one street inspector and one inspector of 
meters, both officials to be appointed by the Mayor of the city. 


5th. They will make and sell gas of 20-cande power, which gas shall not 
Price to private consumers to 


o the city, $1 per thousand. 


contain over 10 per cent. of carbonic oxide. 


+ 
Lf 


be $1.50 per thousand cubic feet ; 
6th. They shall supply certain hospitals with gas free of charge. 





The Advantages of a Uniform Standard for the Sale of 
Residual Products. 
——_— 


Humpurys, of Ilkeston. 


By F. 
The following is a reproduction of 
Twenty-first Annual Meeting of the 


from the columns of the Jo 


C. 
a paper read by the author before the 
British Gas Institute. We reprint it 
irnal of Gas Lighting. 

In order to be complete, it is very necessary io consider the subject of this 


} 
aye v, } 
peciai con! 


paper apart from its s ction with the gas interests—that is, of 
ghts and measures; and to argue that a uniform 
the sale of all products, and hence for the 


Also to notice thi 


course, a8 iar aS regards Wel 


standard is much to be desiré 


d for 


sale of residuals it all the anomalies which exist now, and 


have existed to a greater extent in the past, have sprung from the want of 
an official and scientific uniform standard; the place of the latter being filled 


brought into existence by the exigencies of 
Given, then, the admis- 
esire for a change, it becomes neces- 


by a varying loca] standard, 
each trade, and gradually 

. " . a 
sion of an existing evll, and a general a 


sary for the members of each profession to consider whether they cannot 
the of so doing 


away with the acknowedged inconsistencies, and preparing the way for a 


lessen number standards within their range of practice ; 


national uniformity. The exclusiveness (well known within the memory of 
living man) which characterized professionalism, rendered this task impos- 
ible at one period, even had re been a desire for it. But times are now 
red. Each profession has its technical college, or at least 
its institute ; and it is a matter of very little difficulty to ascertain the ruling 
With respect to this matter, all that is wanting 


1 +} 


had the 


Y 


very much alte 


opinions on any question. 


is that each scientific body should express a clear and decided opinion as to 
the desirability of uniform standards for weights and measures ; and it 


found that, without a millenium or a revolution, if would be 


might then be 
possible to bring into practice either a metric system or something on the 
It is late in 
it the advantages of either the one or the other; but, as 


same basis, and follow it up by a decimal system of coinage. 
the day to point ot 
they are both at present still far removed from the ‘‘ region of practical pol- 
itics,” I propose to take them only as the text of what follows. 

I remarked just now that it was necessary to take cognizance of the gen- 
eral principles of commerce as a system, in order to arrive at the proper 
standard by which to sell our coke and tar. In the earliest days trade con- 
ge of a commodity which one community had in excess 
need. Palestine was ‘‘aland flowing with milk 
and honey,” and possessed vines and fig trees in rich profusion. Hence the 
inhabitants had a natural excess of fruits and wines, which, unless otherwise 
provided for, would simply have been wasted. The country of Egypt— 
short of rain and subject to periodical floods—was unfitted for fruits, but 
most prolific in grain and gourds. An interchange of these commodities 
soon ripened into an extensive trade, which was joined in and perfected by 
‘purple and fine linen” found a ready market 
amongst the ladies of the Egyptian Court, whilst the Chalybon wine was of 
equest for their revelries, that a jar of it would be 

The Pheenicians are credited with being the 
first users of coined money. Be this as it may, money, as a sign of actual 
and personal wealth (and thus occupying the important position that it now 
was a creation of a much later date. The 
trade which centered itself in Barcelona, and led to the establishment—in 
1401—of private merchants’ banks, gave the first stimulus which has re- 
sulted in the formation and development of the modern money market. 

The foregoing is a rapid glance at the origin of commerce, which, in Eng- 
land, was under a cloud till very recent times. Hampered by exacting and 
often tyrannous laws, by feudal customs, or the curse of villenage, the vast 
resources and hidden wealth of Britain were unsought for and unknown ; 
and any trade at all was simply a small interchange of food-stuffs necessary 
to balance the production of each district. Thus each county, and even 


sisted of an interchan 


for one of which it was 1n 


the Pheenicians. Their 


such repute, and in such r 


worth many loads of corn. 


does in all commercial pursuits), 





Messrs. B. F. Sherman and L. E. Lemaire agree to perform in considera- 





each town of any importance, set up its own standard measure (as it gradu- 
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ally dawned on the rulers that some such standard was necessary), without 
any attempt being made at uniformity ; and inasmuch as weights and scales 
naturally required some skill in construction, and some technical knowledge 
for their adjustment, measures were the rule and weights the exception. 
The latter, indeed, were almost exclusively confined to doctors and learned 
societies, 

A general study of this question will soon convince the student that sim- 
plicity and uniformity are the immediate companions of civilization ; and all 
the varied measures to which I have referred proved themselves of old, 
and do prove themselves even in the present day, to be a fruitful hin- 
drance to all commerce and trade. Given a uniform international system of 
weights and measures, an equal unit of exchange, and provided these were 
moulded after the metric und decimal systems, trade with distant countries 
would at once become easy and simple, while wholesale operations could be 
carried on with the same accuracy and rapidity that single ounces, pounds, 
or tons are now disposed of. The great difficulty in the way is the inherent 
veneration of a true-horne Briton for anything antiquated, and the instine- 
tive dread he has that, seeking to escape ‘‘ the ills we have,” we may ‘“‘fly to 
others that we know not of.” ‘ 

Happening, a short time,since, to come across a ‘Guide to Commercial 
Life,” published in 1739, I found, amongst other matter, a large number of 
local weights and measures of the same name, but all differing in value. 
Unfortunately, even to-day (the various acts of Parliament notwithstanding) 
the following list is still sometimes used in the several industries to which it 
refers :—A stone (legally 14 pounds) is, of glass, 5 Ibs.; meat—in London 
14 Ibs., in the country 8 Ibs.; hemp, 32 lbs.; cheese, 16 Ibs.; ginger, 5 Ibs.; 
wire, 8 lbs. A bushel (80 lbs.) is, of barley, 50 Ibs.; oats, 40 Ibs.; coke, 45 
lbs.; common salt, 56 Ibs.; rock salt, 65 Ibs.; whilst a ‘‘strike” means 56 
Ibs., 112 lbs., or 224 lbs. each of coke, according to the district. A wey of 
wool is in some parts 182 lbs., made up of 26 cloves of 7 Ibs. each. But in 
Suffolk it is 256 los., made up of 32 cloves of 8 lbs. each ; and in Essex, 336 
lbs., made up of 42 cloves of 8 lbs. each. A tun of wine is 252 gallons; of 
ale, 216 gallons ; of seed oil, 236 gallons ; of other oil, 286 gallons. A pound 
may be either 7,000 grains or 5,760 grains, and still bea pound. Shak- 
speare (slightly altered) might be made to say: 

** What’s in a name ? 
A pound with any other weight would weigh the same.” 
And so our rude forefathers thought, as they bought and sold by a unit 
which meant simply just wha‘ custom accorded to it in the locality of the 
contract. . 

It must not be supposed that no steps were ever taken to mitigate this ac- 
knowledged growing evil. From the Assisa de Ponderibus et Mensuris, 
made before the reign of Edward III. (and, therefore, of uncertain date), 
down to the treaty of Union, no less than 56 enactments were passed bearing 
on weights and measures; but the whole, or nearly the whole, of them were 
repealed by 5 Geo. IV., cap. 74, which commences thus: ‘‘ Whereas it is 
necessary, for the security of commerce and the good of the community, that 
the weights and measures be just and uniform ;”’ and it further enacts that the 
standard yard of 1760 shall be the original vard, and the standard unit of 
length. Both this unit and that of weight—the brass pound—were dam- 
aged by the fire at the Houses of Parliament; and the act of 1878, under 
which we now rejoice, in its first and second schedules deseribes, with the 
utmost exactness, the originals and copies which at present regulate our 
weights and measures. Up to the passing of the act of 1824, the Winchester 
bushel—the original of which (said to have been given by King Edgar) is 
now in the Guildhall at Winchester, and which measured 18} inches wide by 
8 inches deep—was the generally accepted “ legal” standard ; and it was re- 


placed by an imperial bushel, measuring 19} inches from outside to outside, | 


and heaped up in the shape of a cone at least 6 inches high. By this meas- 


ure it was ordered that all coal, culm, lime, fish, potatoes, and fruit should 
be sold. ‘The residual products of gas making were, naturally not included | NO Z : ee 
by name; but the scale that 3 heaped bushels should make a sack, and 12| 00 80 460 ov 466 404 
sacks constitute a chaldron, soon came to be the recognized measure for coke 


in the trade generally. 
















































tradict. I have frequently found that my own men often bring their imag- 
ination to aid their want of precision ; and when I sold my coke by measure 
it often happened that a wagon was reporte@ as having (say) 470 bushels in 
it. The man, on being brought in and questioned, would generally com- 
mence by asking to see the return, intimating his entire belief in its accur. 
acy. When, however, he was convinced that it was simply impossible, he 
would qualify his assertion by saying perhaps the hundred might be wrong, 
| but he was prepared to take his oath as to the seventy; the latter being, to 
| his mind, eminently satisfactory. Any system, however elaborated by the 
| use of chalk marks or tallies, is far from reliable when it depends for its suc- 
|cess on the average laborer. But even admitting that you have filled your 
| truck with 340 bushels of coke, and properly counted them, a still greater 
| difficulty remains. Your customer must certainly take your word for it. He 
cannot get 340 bushels out of the truck, for the weight of the coke above 
| would crush that below, and the result would be that, in appearance, there 
would be 15 or 20 bushels short. Should he therefore desire to check his 
bargain, he would naturally not be disposed, after the operation, to be 
pleased with it. Even if sacks are used instead of bushels, the evil is only 
lessened ; it is not removed. 

But there is a more important consideration ; and that is the legal one. 
According to my reading of the acts of Parliament, that of 1824 clearly legal- 
izes sale by measure of the various articles mentioned ; but this was followed | 
no later than ten years afterward, by the 5 & 6 Will. [V., cap. 63, which 
overthrows the heaped bushel, and states (sec. 9) that all coals, slack, culm, 


and cannel shall be sold by weight, and not by measure ; and surely coke is 
bere implied. The act 41 & 42 Vict., cap. 49, in a saving clause (the 16th) 
leagalizes ‘‘stricken ’ measure; but no stretch of the imagination can in- 
| clude coke therein. The evident intention of the Legislature is this: ‘Sell 
| all you can by weight ; and what you really cannot sell by weight, you 
must, of necessity, sell by measure.” ‘‘ True,” some may say; ‘that is 
just our position. We admit that sale of coke by weight would remove 
many difficulties under which we now groan; but how about the water in 
the coke ?” Much has been written lately on this point, and from it I gather 
that the general belief is that coke absorbs from 20 to 25 per cent. of water ; 
but my experience (the result of not a few experiments) proves that this is 
not the truth, and is beyond the truth. Not the truth, because it may be 
that my coke—as the proverb says with reference to the heads of the men of 
Devonshire who raise the coal—is of denser texture than any other; but 17 
per cent. is the largest amount I have ever found in coke when weighed di- 
rectly after water had been added to it. It is beyond the truth, because, 
even granting that a sample of coke was saturated with 25 per cent. of water, 
and was in the open air and subject to atmospheric changes, the very moment 
you ceased adding water the coke would commence to part with it, till within 
perhaps 48 hours or less it would come again to its normal condition. 

The following tests were made with a view to see how much water the 
coke would take up; the coke being fresh drawn, and brought out and 
weighed before being quenched, so that the conditions are much more ex- 
treme than could ever exist in actual working. I have designedly confined 





my attention to small samples, as I could have them weighed under my own 
eye, and without trusting to the intelligence of my men, I must confess to 
| reading with some amount of envy of the engineer who had ‘‘very carefully” 
| weighed some 2,000 bushels of coke. In my yard the result of such an ex 
periment would be doubtful. 


| Weight More Weight Weight 

| Fresh Added in Half Water in Half in Two Increase. 
Coke Water. an Hour Added an Hour. Days. 

lbs lbs lbs lbs Ibs. Ibs. Ibs, per ct. 
| 392 80 449 60 455 399 1 ow LP 
| 399 80 156 60 157 402 10 or 2.50 
392 80 447 60 450 395 3 or 0.76 
| 400 80 450 60 446 403 3 or 0.75 
80 458 60 470 400 


4 or 1.00 


In this experiment the average addition of moisture in any form would 





only be 0.94 per cent. ; whereas coke, which is usually sold at 21 ewts. to 


| 


Anyone who has taken the trouble to study the question of weights and | the ton, admits of a margin of 5 per cent. So that the gas manager may 
measures in connect’on with some particular industry, cannot fail to have return to his weary couch unattended with a night-mare of a huge coke-heap, 
noticed the general transition which slowly but surely permeates each | supplemented by a board bearing upon it: ‘* All coke sold here is mixed.” 
one of them—namely, a change from measure to weight. In the days | In another experiment 50 lbs. of coke were taken from the heap and dried 


of the old steelyard, when it was necessary to raise all weights from the 
ground, or when the load and the balance weighed alike, very little differ- 
ence existed between the comparative advantages of weighing and measur- 
ing ; but since the introduction of differential weighing machines, by which 
a load of 10 tons may be tested by a weight of as many pounds, sale by 
weight has received a stimulus which has placed it in front of its competitor. 
In order to measure a load of coke of 5 or 6 tons, the bushel must be filled 
more than 300 times ; and to guarantee that 5, 10, or a score are not missed 
in the counting would be to place a degree of intelligence to the credit of 


| thoroughly in an oven, so that all the volatile matter was diiven off. After 
| being taken out, the samples were again weighed; and on remaining a day 
or two weighed a third time. It was then proved that they returned to al- 
most their original weight. 
The fact is that the atmosph ric changes—the ‘ bugbear moisture”—only 
affect a very small portion of the heap. A day or two ago a truckload of 
| coke, weighing 5 tons 11 ewt., was placed on the weighbridge, and remained 
close to it for some hours. It rained incessantly during this period, and I 
| was anxious to see what additional weight was added. When put on the 


the average British workman which the experience of most of us would con-| machine, including the water in the coke and that absorbed by the wagon 
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itself, the weight was not quite 5 tons 11 ewt. 2 qrs. As a concluding proof, 
it would be natural to suppose that if coke were actually subject to all those 
changes, we should find a great difference between old and new coke filled into 
the same trucks, One of my customers has had three trucks regularly from 
time to time during the last six months ; and as they are chiefly for the 
depots in the London market, I have reason to believe that they have been 
checked at the other end. A difference of 25 per cent. would alter these by 
at least a ton ; and yet we find the net weights have been— 


No. 1. No, 2. No. 3. 
Tons. ewt. Tons. cwt. Tons. cwt. 
5 13 5 16 5 14 
5 13 5 17 5 12 
5 16 5 14 5 13 
5 11 5 17 5 13 
5 13 5 16 5 12 
5 1] 5 12 _ 
5 12 5 14 — 
5 11 5 12 — 
~ 5 12 — 
_ 5 15 _ 
- 5 Il -_ 


Mean difference of No, 1... 5 ewt., or about 4 per cent. 


“ec “cc 6 » 6 « “ 


5 6 
“ee se se 3 ° “6 e 9 ae 


It does not follow that each time the wagon came it wus always loaded 
alike ; but it proves, at least, that there is no such thing as 20 per cent. of 
water in commercial coke. 

The evident advantages of sale by weight are so generally apparent that it 
is almost a waste of time to repeat them. I may say for myself that I have 
never regretted having made the change some three or four years ago; and 
on no consideration would I return to the tedious, incorrect, and illegal sys- 
tem of selling coke by measure, 

Coke, however, is only one of our residuals, Tar and ammoniacal liquor 
would still perpetuate the measure of capacity in a gas-yard, and do what I 
think I have shown is unwise—that is, cause us to have two scales where 
one would do. He is said to be a benefactor to his race who makes two 
blades of grass grow where previously one only grew ; but what of him who, 
in place of many confusing systems, substitutes one of harmony and uni- 
formity ? The same reasons which led me to sell my coke by weight have 
influenced me with regard to tar. It is, therefore, needless to repeat them. 
Large quantities of tar and liquor have for some time been sold by weight ; 
and I, propose to substitute the following scale for 4d. a gallon—the price 
which has been obtained up till now : 


Ne i crecn anata Paral N ANS ale Sheed ace Siulntoereen £3 6 8 
Po sioawkhtnearsaaree Peat anata aid ara eiecuniaetenrs 1138 4 
BEE” oor eatin ra: Rip:iese cin ess Wiles Oe Pra rarhs neigh ite eomuenbin se Gneraee 016 8 
EP Aaliidnain.eo Gia tchb apaie rei elma dicelnelcors ee 010 O 
Se eee ices uit eeciiaanag rei dcaierptaigeaie Qe Mreavcsers 03 4 
ihe 8s ai ints me drewaa atwia ak. eadns Sa Wisi ele mubsirs oe is 
OO Sa eae ee ee ere ts stayed Retardants sees 0 010 
ee ine ' Sks coreaeorek SE ee ib dae va ees 00 4 
7 Ty Oy a Set ak st engndiigiiniis ie an scien ts Gunes Kecveatidemdcess trae 
5 Bey SEMA ik ns. Dah miter erniainnie eteleca aie woacale wie Sta:aaieieua 0 0 2 
Be SR 5g. oo son ae st eee patents nigra a 00 1 


Example :—Net weight of tar, 1 ewt. 3 qrs. 18 lbs. = 6s. 6d. 


I admit a difficulty in the way of calculation ; or, 
is not so easy as the past was. 


at least, the present plan 
But against this I submit that we are mak- 
ing a change in view of the possible, if not probable introduction of an 
altered coinage ; and that the very difficulties now noticed arise from an un- 
scientific standard more than from anything else. And against this it may 
be said still further, that the ease with which 60 or 100 gallons of tar may 
be loaded and weighed would compensate for any slight additional calcula- 
tion, which, with singular appropriateness, is transferred from the yard to 
the office. 

So far I have been practical. A word of theory in conclusion. The 
metric system, although legalized by the act of 1878 is unpopular, and pro- 
gresses slowly. Would it not be possible to make way for it, or remove even 
the need for it, by making one pound the unit, as it is now; the stone, 10 
lbs. ; the hundred weight, 100 lbs. ; and the ton, 1,000 lbs.? When once 
such a system came into use, the only exclamation would be, ‘‘ Why was it 
not introduced before ?” 

Discussion. 


Mr. G. Livesey remarked that he had already said, in the Journal of Gas 
Lighting, all he could say on the subject of the paper. Having tried both 


systems—sale by weight and sale by measure—he had no hesitation in 
recommending sale by weight. He was satisfied that this was the right sys- 
tem ; and, sooner or later it would become universal. He had no doubt that 





circumstances would very rapidly tend in this direction. He believed that 
in the North of England tar was universally sold by the ton, with general 
satisfaction. The difficulty of selling liquor by weight arose from the fact 
that they did not sell water but ammonia ; and they would have to compli- 
cate the matter by saying, not so much per ton, but so much for the am- 
monia contained in a ton of water. If, however, it could be done advantage- 
ously, he should have no hesitation in using his influence to secure the 
Mr. Humphrys 
had proved again that the idea about water in coke was really a bugbear; 


adoption of one uniform system for the sale of all products. 


and there was no practical difficulty whatever in selling by weight, with 
regard to the water which the coke was supposed to absorb from the rain or 
from watering. When coke was wetted, it immediately began to part with 
its moisture. Coke was what might be described as a hygrometric sub- 
stance ; it easily absorbed moisture, and readily aud rapidly parted with it. 

Mr. H. A. Hill (Wallasey) said he came from the North of England, and 
sold all his residuals by weight. it was the custom some time ago to sell 
ammonia by measure (so many gallons to the ton) ; and he did not see why 
this should not be done. He thought the selling of tar in small quantities 
by weight was the most difficult thing to carry out. A man who wanted to 
tar his palings would not at all know how many pounds he wanted. 

Mr. Humphrys in reply, said it had for some time been his practice to 
It was sold according to its strength, 
He did not think the difficulty would be very great in selling tar by weight 
After he had changed from selling coke by measure 
to selling it by weight, people still came and asked for a ‘‘strike” or a 
“quarter.” For a strike they received 56 lbs., and for a quarter they had 
, It would be about the same if they came for their gallon of tar. It 
The advantage of a uniform 


sell ‘ammoniacal liquor by weight. 


instead of by measure 


24 cwt. 
would average about 10 lbs. to the gallon. 
standard would be very great. 

The president said he was somewhat disappointed that the paper had not 
elicited a more animated discussion. The subject was a very important one; 
and it had been agitating the minds of gas managers for sometime. He had 
and he had not yet 


In fact, he had some- 


always been in the habit of selling coke by measure ; 
seen the desirability of departing from the practice. 

times considered that if gas managers were to adopt the system of selling by 
weight they would, in take a certain measure and 
assume it to be a weight, in order to save expense and delay, more par- 


very many instances, 


ticularly in loading barges. 





SPECIAL ENGLISH CORRESPONDENCE. 
tte 
Communicated by Norton H. Humpurys. 
Newcastie, July 10, 1884. 
Writing my last mont letter on the eve of the meeting of the Gas 
Institute, my thoughts naturally recurred to that event; and now that 
this great annual gathering of the gas engineers from all parts of the United 
Kingdom has once more come and gone, and we have had a few weeks in 
which to reflect over the proceedings, the London meeting of 1884 can be re- 
ferred to as an event of the past. It was a good average meeting. The at- 
tendance was gocd, and although the discussions that followed some of the 
papers were rather flat and spiritless, and conspicuously lacking in respect to 
the animation observable at the earlier meetings of the British Association of 


hly 


Gas Managers—with one exception, to which reference will presently be 
made—there was an evident interest on the part of the audience throughout 
the whole of the proceedings. No decision was arrived at as to the pro- 
posed alterations of the rules, the principal features of which were pointed 
out last month. A lengthy discussion took place on the subject, but a 
spirit of caution seemed to be predominant—perhaps on account of the 
Birmingham experiences ; and a resolution to the effect that ‘the proposed 
alteration of rules be referred back to the Council for reconsideration until 
the next annual meeting ” No distinct op- 
position to the propositions of the council was evidenced ; but there ap- 


was carried by a large majority. 


peared to be a general wish for more time and opportunity of talking over 
the matters in question before arriving at a final decision upon them. 

In commenting on the titles of the papers I remarked that they presented 
no special novelty ; but hearing them, and reading the report of che trans- 
actions, it is necessary to partly correct this assertion by drawing attention 
to a few points that are decidedly novel. The additional information on the 
subject of photometry, relating to the important matter of the quantity of 
light given out by a certain sample of gas as compared with the rate of con- 
sumption, comprised in the paper by Messrs, Hartley and Heisch, cer- 
tainly comes under this heading. 

Then there is Mr. Booer’s successful discovery of a new application for 
gas, viz., to the heating of baker’s ovens. Mr. Valon gave an account of his 
experiences with gaseous fuel, which excited a lively discussion. In the 
course of a vigorous reply he floored his opponents—for the time being 
at any rate—by stating his views on the subject of regeneration, and show- 
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ing that the amount of heat remaining to be saved from a generator furnace 
is practically insignificant. At least this appears to be the gist of a speech 
which, having to be condensed and hurriedly delivered on account of the 
time for closing the meeting having been exceeded, was rather rambling and 
disconnected, and contained references to theoretical calculations and practi- 
cal experiments in a manner which left some doubt in the hearer’s mind as 
to the actual points insisted on. Mr. Harley, exhibited and described a 
“calorimeter” designed by himself for ascertaining the heating power of gas. 
It is based on the principle of burning the gas in such a manner as to im- 
part the whole of the heat given off to a quantity of water, and the means 
by which this result is absolutely secured are most creditable to the in- 
genuity of the inventor. A description of this elegant instrument would 
occupy too much space, so it would suffice to say that it may be used by 
any individual of ordinary intelligence, no special manipulative skill or 
calculative power being required. With the increasing application of the 
heating powers of coal gas, the need for an appliance of this nature is con- 
tinually becoming more and more apparent. Another ingenious practical 
application of scientific principles, was the ‘‘ Improved Pressure Register,” 
exhibited by Messrs. W. & B. Cowan. This is an improvement on the well 
known tell-tale pressure indicator, which it resembles in so far that it com- 
prises a clock, and a cylinder revolving once in 24 hours. Here, however, 
the resemblance ceases, the aid of photography being called in to take the 
place of the float, rod, and pencil. A sheet of sensitized paper ruled in the 
usual way for pressure and time, is placed upon the cylinder or drum, and 
the whole is covered by an outer cylinder, in which there is a long narrow 
slit. No light can reach the sensitized paper except through thig slit, and 
close in front of it a glass gauge tube is fixed. The whole length of the slit 
is covered by an opaque glass float contained in this gauge tube, and in the 
float there is a small hole through which light travels to the sensitized paper. 
The ‘‘ zero” of the float having been arranged to correspond with that of the 
paper, it is obvious that as the latter revolves the level of the float in the 
pressure gauge will be photographed ; and that when the paper is submitted 
to the usual photographie process of developing and fixing, 
thick black line similar to the line made by the pencil in the ordinary 
apparatus. 
excellent finish was a matter of general remark. 


it will show asa 
The apparatus is so compact as to be readily portable, and its 


An exhibition of gas apparatus was arranged by some London firms 
(Messrs. George Glover & Co., H. and C. Davis & Co., J. Strode & Co.) 
which, besides the principal specialties manufactured by these gentlemen, 
comprised exhibits contributed by several other makers. Admission was 
free by invitation ticket, and as it was held in the Westminster Aquarium, 
in the close vicinity of the place of meeting, and as an elegant luncheon was 
served each day there were plenty of visitors. A dry meter for 200 lights, 
manufactured by the first named firm, was shown in action measuring the 
gas supplied to a single small burner. It was evidently intended as a practi- 
cal refutation of tbe opinion generally prevailing, that dry meters will allow 
very small quantities of gas to pass without registering the same. 

But we pass to other things. 
be made, as occasion permits. 


Reductions in the price of gas continue to 
The experiences of the last few years fully 
illustrate the wisdom of cheap gas as increasing the demand, and especially 
as leading to its increased application in connection with industrial processes, 
which cannot but have the effect of consolidating and rendering more secure 
the property invested in gas undertakings. The various uses to which gas 
is applied are so numerous that it has become quite one of the necessaries of 
the age. The market value of gas stock is well maintained, and I notice 
that very good prices are always obtained whenever parcels of gas stock, 
whether small or large, come under the hammer of the auctioneer, As in- 
stances of cheap gas in the provinces, reference may be made to Plymouth 
and Bath. At the former town a reduction of one penny per 1,000 cubic 
feet, from 1s. J1d. to 1s. 10d. (46 to 44 cents) is to be made at Michaelmas; 
and the gas company at Bath have aunounced a reduction of 3d. per 1,000 
cubic feet, from 2s. 6d. to 2s, 3d. (60 to 54 cents), and the public lights are to 
be supplied at the rate of 1s. 11d. (46 cents) per 1,000 cubic feet. 

We in England, have acommon proverb, which I believe exists in one 
form or another in most other countries. In one case an expression for 
pointing out the folly of sending any particular kind of merchandise to a 
neighborhood where it is already plentiful, is ‘‘that is carrying couls to New- 
castle.” Yet something which at first sight appears to be capable of bearing 
a similar interpretation has been done by the Liverpool Gas Company. 
Although situated in the neighborhood of large cannel coal mines, this 
company has just received a cargo of Australian cannel. The arrival of this 
consignment has naturally created some excitement among local traders, 
who perceive a new rival to their already very quiet trade. It appears that 
this Australian cannel, which is found in large quantities in the neighbor- 
hood of Sydney, New South Wales, is extraordinarily rich as regards gas 
producing qualities, being quite equal to the celebrated Boghead canne), 
And if the reports as to its quality are substantiated in practice, and it can 
be landed in this country at a price that will compete with home cannels, it 





is probable that other gas companies will be tempted to try it. A demand 
may also spring up for it, as a source of paraffin and other hydrocarbons, 
Some years ago an attempt was made to introduce it in London, but it was 
then found that it could not compete with English coal in the matter of 
price. This Australian cannel is said to be so plentiful that the price obtain- 
able on the spot is low, and hence the endeavor to find a foreign market for 
it. 
16,000 miners having left work. 


Talking about coal, there is a big strike now on in Staffordshire, some 
So many conflicting rumors get into cir- 
culation that it is difficult to get at the real facts connected with these strikes, 
Last autumn there were alarming rumors of probable strikes to take place 
toward the end of the year, and many gas companies were thereby induced 
to lay in stocks of coal at 1s. and even 2s. per ton advance on the current 
prices. Itis probable that astute coal factors are able to derive some little 
advantage out of these rumors, 

Another of the licht, both 


private consumers, is announced as having just taken place at Colchester. 


installation electric for public lamps and 
Of course it is under a fresh title, since, for some reason or other, I will not 
say for obvious reasons, the light of the future appears to undergo a re 
christening process almost for each fresh installation. 
at Colchester is called the B. T. 
ous title is derived from the initial letters of gentlemen connected with the 
The 


electric light 


The system adopted 
K. system, and this by no means euphoni- 
promoting company. trumpeting and show which accompanies the 
entrance of these 
to the quiet manner in whicn the 


installations, presents a marked contrast 


exit is made. <A great deal was said—] 
suppose there was not a newspaper published which did not contain at least 
one paragraph on the subject the 
tric light at Chesterfield, and Godalming ; 


abused gas has displaced the would-be-rival, and the electric light has silently 


about wonders to be done with the elec- 


but at both these towns the much 


slunk away and departed, without any champagne luncheons or sumptuous 
dinners, and the panegyrics in the daily papers which very often follow 
these convivial meetings—without any visits from lighting committees and 
important men from neighboring towns, or men of high scientific position 
an‘ sufficient standing to affect the share market by a judiciously worded 
sentence. Why do not some of the friends who so enthusiastically applaud 
the electric light at the commencement of its career, come forward to sym- 
pathize with it when it is declared a failure and forced to retire? The trial of 


Holborn 


discontinued at intervals lately, and 


the Edison light not ding satisfactorily on the 


embankment in London; 
rumor says it is likely to | 


1s proc ‘ very 


it has been 


e stopped altogether. One of the places in 
cluded in this installation is a large place of worship known as the ‘* City 
Temple :” but a friend who recently attended there informs me that the 
ow | 


electric Jamps have n ween removed and that the building is lit by gas. 


And no wonder F 


or according to report the electric light has not always 


shown that respect for the preacher which decency demands, and the 
eloquence of the reverend g ntleman on the rostrum has been rudely 
broken in upon by lamps ‘* going out”’ or “ bursting.”’ The electric light is 


Health Exhibition 


(the same set of buildings that were used for the ‘‘ Fisheries Exhibition ” 


at South Kensington, 
last 
year) but whether it is paid for at a rate that affords the suppliers a fair trad- 


largely used for lighting the 


ing profit is another thing. It has not displaced gas, for that is also used in 
all parts of the buildings, and is therefore ready at hand in case of any 
emergency. 

A firm comprising three gentlemen, we ll known in London gas circles, has 
recently commenced business as Gas, Water, and Sanitary Engineers, and in 
tends to give special attention to gas consumers grievances, by supplying 
the best appliances in the way of burners, regulators, lanterns, etc., for the 
economical use of gas. I have often wondered why this subject has not re- 
ceived more attention. Surely in every large town there is room for at least 
one firm who might make economy of gas and the remedying of the large 
amount of waste—larger, perhaps, than would be at first sight supposed, 
which in one form or another goes on amongst gas consumers—a speciality. 
But few gasfitters give that degree of attention to ‘‘ economy of gas consump- 
tion” which its importance demands, If the sellers of gas endeavor to do 
anything in the way of advising the consumer, their labors in this direction 
aie looked upon with a certain amount of prejudice. So there is a need for 
a competent independent party, whom the consumer can call in when, on 
account of the gas mains being enlarged, or the pressure being increased to 
meet an increased demand, or the several other causes that frequently occur 
in practice, he finds his gas bill increased and is at a loss to account for it. 





Tue Execrric Licuts co Our.—Toronto, Canada, is now enjoying (?) the 
benefits of a trial of the are system of street lighting. 
and Queen streets, both prominent thoroughfares, on the evening of July 3d 
went out, and, to the disgust of the people, ‘‘staid out” for the entire night. 
Surely, the Torontonians will not mind a little thing like that. New Yorkers 
only have food for wonderment when the ‘‘moons” remain lighted throughout 
the allotted period. 


The lights on King 
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ITEMS OF INTEREST FROM VARIOUS LOCALITIES. 

. oe 

New Coat Gas Puant OF THE CRAWFORDSVILLE (IND.) Gas Licur 
Company.—The people of the town of Crawfordsville, Ind., had for some 
time back been supplied with an illuminant consisting of a mixture of oil gas 
and air, The varying quality of the light afforded under the plan employed 
was the subject of much complaint and annoyance, and the upshot of the 
‘‘ unpleasantness” was that the Crawfordsville Gas Light Company decided to 
put an end to the murmurings by the erection of a thoroughly equipped coal 
gas plant. The services of Mr. James Somerville, of Indianapolis, Ind., 
were called into requisition, and that gentleman was instructed to design 
and construct a works having a calculated capacity of 100,000 cubic feet per 
diem. With the details of construction placed in such efficient hands, but 
one result could ensue ; and now Crawfordsville possesses a works fully up 
to the task of supplying a first-rate article of coal gas instead of the nonde- 
script illumizating vehicie which occasioned the complaints spoken of at the 
commencement of this note. 


The fullowing brief description will give some 
idea as to how the plant is arranged: The retort house is 30’ x 38’, and con- 
tains four benches of sixes ; under the same roof, but separated from the 
retort system by a 9-inch brick wall, is located the exhauster and boiler 
room, the inside dimensions of the compartment being 12’ x 30’. A chimney, 
carried 10 feet above the roof, carries off the products of combustion from the 
benches and boiler, The purifying house is 24’ x 30’, and contains a set of 
8’ x 8’ x 3’ purifiers, furnished with dry center valve. 
scrubbers are also in this building. 
18’ x 24’. 
line ; indeed, a more complete distribution and disposition of the various 
buildings could not be made. 


The condensers and 
Next in sequence comes the workshop, 
The office, meter room, and showroorrs front directly on the street 


The Stacey Manufacturing Company fur- 
nished the iron work ; Evens & Howard the retorts, as well as other fire-clay 
goods ; P. H. & F. M. Roots the exhauster and engine; and the American 
Meter Company the station meter. Now, we hope that the gentlemen con- 
nected with the management of the Crawfordsville Company will reap the 
reward of their enterprise and liberality in so promptly recognizing the 
necessity of furnishing their fellow-citizens with a stable, pure, and cheap 
illuminant. 


SomeTHING FROM Pawtucket, R. I.—Brother Stiness, of the Pawtucket 
(R. I.) Gas Company, is up and doing. This will not be likely to astonish 
his ccadjutors in the gas business, as he usually keeps in the front rank any- 
how. The wisdom of extending his plant and increasing his working 
arrangements was quite apparent some time before the work was accom- 
plished ; but now he has a large job on hand—and one he could not have 
On the 14th of July 
work was commenced on the laying of 12,000 feet of 12-inch mains to run 
from the Central Falls holder of the Pawtucket Company and terminate at 
the No, 4 mill of the Lonsdale Manufacturing Company. The Lonsdale 
Company will erect a building and install therein a station meter, exhauster, 
and engine ; the object of this set of apparatus being to fill the gasholder 
belonging to the company, and from which holder the gas supply of the 
mills at Berkeley and Ashton will be taken, It is more than likely that the 
near future will see both Albion and Manville supplied with gas from the 
works of the Pawtucket Company. While not positive as to the exact status 
of the case, we think we are safe in asserting that the Lonsdale Manufactur- 
ing Company (one of the largest print works in the United States) formerly 
manufactured its own gas ; and, if that is the proper surmise, the import- 
ance of this new accession of business to the Pawtucket Company can be 
readily appreciated. This would look like a pretty good refutation of the 
argument advanced by the incandescent electric lighting promoters, as to 
the effectiveness and cheapness of isolated electric plant when applied to the 
illumination of large factories, mills, storehouses, etc. If isolated electric 
lighting methods cannot successfully compete with gas as a lighting agent in 
the illumination of the various departments of the Lonsdale mills, it is hard 
to see any situation where such competition is liable to prove injurious to 
the business of the American gas maker. Possibly Mr. Stiness could be in- 
duced to give us the history of how the thing came about. 


undertaken were it not for these very improvements. 


Tae Napatraa Street Lantern.—Binghamton, N. Y., is a handsome 
township, and the fact that such is the case is matter for pride on the part 
of the inhabitants thereof. Binghamton, though, does not seem disposed to 
have its streets all lighted in a manner befitting the beauty and charm of its 
location. Now, we suppose the Binghamtonians would be displeased were 
they to hear themselves called stingy—not to say miserly—and foolish in 
employing naphtha street lights for the night illumination of their handsome 
avenues ; bearing in mind the adage, ‘‘handsome is that handsome does,” 
we would suggest that gas is likely to prove more attractive—certainly it has 
a “prettier” scent when “burned and not breathed ”—than raphtha, and it 
is almost as cheap. Apart from the esthetic conditions involved, gas is a 
decidedly safer medium than its frisky Binghamton competitor ; and here 





| is a page of evidence in support of the statement: At about 6:30 p.m. on 
tle date of July 13, a lamplighter named J. C. Clark was making his nightly 

One 
a leaky condition, and the fluid became ignited 
through contact with his torch. The poor fellow was so shockingly burned 
that death mercifully intervened to relieve him from his tortures. He leaves 
a family consisting of a wife and several children, and they are in very strait- 
ened circumstances, 


round of duty in lighting the naphtha street lamps under his charge. 


of the reservoirs was in 


Suppose that these uufortunates become charges upon 
the poor funds of the town ; would not the expense of their annual mainten- 
ance pay for many a gas-lighted lantern ? 


Gas versus Evecrriciry in LicghtHouses.—The experiments carried on 
at South Foreland, England, detailed at some length in the Journat of 
July 2, in regard to gas, electricity, and oil as agents for lighthouse illumin- 
ation, appear to have settled the question that gas light is the one best cab 
culated for use in decidedly hazy weather. 

REDUCTION IN Prick or Gas at Easton, Pa.—At a recent meeting of 
the board of directors of the Easton (Pa.) Gas Light Company, it was or- 
dered that an extra discount of 10 per cent, be allowed on all bills for gas 
cousumed in Easton on and after August Ist. The old rate was $2.50 per 
thousand cubic feet, subject to a discount of 10 per cent. The additional 
brings the new net price down to $2 per 
When the area of the field for distribution covered by the 
Easton Company is considered, and due attention is paid to the geographical 
situation of the place, showing that its coal must come at a fairly high fig- 
ure, we think all wil] agree in saying that the new gas price is a low one. 
President Boilean, ably assisted by Superintendent Hoyt, has been watchful 
and zealous in promoting 


and both these g 


sntly 


discount granted conseque 
thousand. 


gas 


the best interests of the property under his charge ; 
o be congratulated on the fact that they are 
Their success may serve to point out a moral 


+ 
t 


gveutlemen are 
working in the right direction. 
to their ] 


ana 
told over and over again 


less venturesome brethren ; this moral we have 
keep your plant right up to the mark, and deal 
a liberal, fair-minded manner ; most important of 
all, fix and pay a fair profit upon the capital invested in the property, and 
earn a greater sum than that fixed and fair profit, let 
your consumers share your prosperity through a reduction in selling prices. 


more cautious 


with your consumers in 


should you be able to 


It would be well for some of the companies, not so very far away from Eas- 
ton, if they would follow the excellent example set before them. 

Goop Practice FOR New Yorx’s Ponicemen.—The blue-coated mem- 
bers of New York city’s police force are very fond of using their locust 
So 
many instances of indiscriminate clubbing have recently transpired that 
many of the blue-coats have been brought to grief. But something must be 
and as it is no longer perfectly safe to club the citizen, 
the guardian of the piece has hit upon a happy substitute. This is about 
the nature of the substitute: Two gentlemen, while strolling through City 
Hall Park early one night last week, observed a policeman pounding away 
on an electric light pole. ‘‘ Well,” said one of the strollers to his companion, 
‘the police should have no occasion to use their clubs on people while they 
**You see,” replied the 
‘when the current is turned on the carbon points some- 
times fail to come close enough together, and therefore there is no light. 
Then the observant officer, noting the state of affairs, raps the pole smartly, 
and the carbons are jarred into place. It is good practice for the police- 
men.” in New York (as witness the ‘‘ Georgia 
wonder’), whose particular faculty consisted in making certain articles 
policemen. Are we to 
conclude that the policemen are electrically inclined owing to their quick- 
ness at ‘‘ stunning” people ? 





batons, and seldom miss an opportunity for bringing them into play. 


clubbed, you know ; 


have so much chance to practice on these poles,” 
one interrogated, 


( 


We have had ‘‘ electric girls” 


dance ; but now we are to have electrically expert 


Ir is Just THE SAME EVERYWHEPE.—A company of speculators recently 
bought the right to light the town of Tiffin, Ohio, with the incandescent 
electric system of the Edison company. Of course it is understood that 
buying the light, and then getting the lighting of the town to do, are widely 
different things ; a great many electric lighting promoters have found that 
out lately. However, the Tiffin electricians went to work and set up their 
plant, the canvasing for customers going on bravely 


a 


in the meanwhile, 
the proprietor of u 
a certain date. The 
workmen had gotten the wires in, and all properly connected, but a few 
minor details remained to be completed before the installation service would 
be finished. These finishing touches, owing to the lateness of the hour, 
were deferred until the next day—the workmen, as usual, quitting at six 
o'clock p.m. Soon after their departure the wires, from some unexplained 
cause, came in contact with and set the ceiling on fire. The danger of con- 
flagration was speedily averted by cutting the wires ; but if the place had 


Among the more recent customers was a Mr. Naylor, 
hardware shop, whose premises were being wired on 
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been closed up for the night it is hard to say what would have happened in 
the way of damage. 


ADDITIONAL WATER Suppiy For Brooxuyn, N. Y.—Sixteen acres of land, 
in Valley Stream, Queens County, costing $5,000, and 52 acres in the vicin- 
ity of Conselyea’s Pond, costiag $20,000, have been purchased by the depart- 
ment in charge of the Brooklyn City water works system, and the work of 
securing an additional daily supply of 10,000,000 gallons of water is being 
pushed forward as rapidly as possible. The water will be obtained under 
the driven well plan, and it is said that the contractors are to be paid at the 
rate of $36,000 for every million gallons of supply furnished. 


A Haur a Century oF Farrxrvn Service.—Fifty years ago, on date of 
July 6th, 1834, Mr. Edward Jones commenced work as an apprentice with 
the Boston (Mass.) Gas Light Company. Step by step he has advanced to 
his present honorable position in the gas business, and he looks back over 
his record with entirely pardonable pride. The semi-centennial anniversary 
was appropriately observed. 


REDUCING THE PRICE oF GaAs aT SoutH Benn, Inp.—At a late meeting of 
the board of directors of the South Bend Gas Light Company, it was deter- 
mined that on and after the first day of last July the price of gas should be 
reduced to $2.50 per thousand cubic feet—subject to the following discounts: 

All consumption of less than 1,000 cubic feet, monthly. .10 per cent. 
o - ** over 1,000 * - “ » 

The further provision is made that all bills must be settled for within ten 
days from date of rendering, or else the discounts will not apply. The 
South Bend folks, in announcing the reduction, plainly state that ‘‘ the large 
increase in business, together with the largely increased facilities brought 
about by extensions to the plant, has enabled the company to mike the con- 
cession.” Think of it; the South Benders are to have gas, at the highest 
rate, at the price charged in New York City to all classes of consumers. 
The ‘man at the helm” of the South Bend Company shows no disposition 
for sleeping at his post. 

Fatat ACCIDENT AT THE WORKS OF THE WILLIAMSBURGH (N. Y.) Gas 
Licut Company.—Three workmen, Michael McDonough, Paul Quinlan, and 
an Italian whose name is unknown, in the employ of Contractor Deeves, of 
New York City, lost their lives, on date of July 15th, through injuries re- 
ceived while working in the excavation dug for the reception of a gasholder 
to be erected by the Williamsburgh Gas Light Company. 


Wuat Does Burrato (N. Y.) Want with ANOTHER Gas Company ?—A 
company styling itself the Consumers Gas Company wants the Common 
Council of Buffalo, New York, to grant it the privilege of building a gas 
works and operating the same in the City of Buffalo, N. Y. The price pro- 
posed to be charged is $1.25 per thousand for ‘gas of excellent quality.” 
Has not Buffalo had enough experience in this direction? Better keep them 
out. 


A Gas Works DamaGep By Frre.—On the afternoon of July 4th fire was 
discovered in the north wing of the building occupied by the Columbus 
(Ind.) Gas Light Company as au exhouster and meter room. The fire 
burned off a portion of the roof, and an explosion took place that injured the 
side walls so badly that they had to be turn down. The fire department 
were so prompt in answering the signal for assistance that the flames were 
prevented from gutting out the floors. None of the machinery (exhauster, 
station meter, etc.,). wes badly damaged, whatever injury was occasioned to 
it being caused by water. Superintendent C. M. Keller says the origin of 
the fire cannot be traced out, although he thinks it was brought about by 
mice nibbling at matches, 





INCREASING THE Capitan Srock.—A certificate of increase of the capital 
stock of the Bellaire Gas Light and Coke Company from $50,000 to $100,000 
was recently tiled with the Secretary of State of Ohio. 


CxHeap Gas FoR MiuwavKeE, W1s.—The board of directors of the Milwau- 
kee Gas Light Company, at the quarterly meeting held Monday, July 7th, 
decided to reduce the price of gas to ordinary consumers to $1.60 per thou- 
sand cubic feet—the former rate having been $1.80 per thousand. The 
reduction was made to go into effect from July 1st last, and applies only to 
those consumers who make prompt settlements. That the Milwaukee pec yple 
believe in cheap gas is borne out by the statement that this is the second 
reduction in price made within the last thirteen months, On July Ist, 1883, 
the cost to ordinary consumers was reduced from $2.00 to $1.80 per thousand, 
and the gas supplied to the city was lowered from $1.75 to $1.30 per thou- 
sand. In our issue of July 2d it was recorded that Mr. Charles R. Faben 
would sever his connection with the Milwaukee Company on August Ist—he 








having handed in his resignation to take effect on that date. Mr. Faben’s 
plans of additions and extensions to the Milwaukee plant are now bearing 
their fruit, and he should feel that his labors have not been in vain. Mr. E, 
G. Cowdery will succeed to the Superintendency of the Milwaukee works, 
Intelligent management is bound to win—and Milwaukee does not seem to 
furnish much ground for inspiring hope in the minds of ‘ striking” specu- 
lators. Keep down the price of gas, in order that the plunderers may be 
kept out. 


Prices oF Gas IN Some Western Crries,—Here are some of rates for gas 
whici at present obtain in the cities below named : 


To the City. Ordinary Consumers 


Buffalo, New York... ..-- $1.30 $1.60 
Cincinnati, Ohio.............. 1.38 1.60 
Cleveland, Ohio.............. 1.25 1.40 
Detroit, Mich. ... ‘ — 2.00 
Indianapolis, Ind.............. 2.00 2.00 
Milwaukee, Wis.............. 1.30 1,60 
Toledo, Ohio...... 6G - 1,75 


These are fair enough rates. 


Exposition oF Gas aT ATLANTA, GErorGIA.—The water gas people make 
some queer claims about ‘‘ the sometimes deadly and always dangerous” 
explosions that take place when an explosive mixture of coal gas is ignited ; 
then they go on to deduce the conclusion that water gas, containing a much 
less percentage of that ‘‘ terrible” ingredient marsh gas, is so much safer than 
coal gas that the one should be preferred to the other for domestic use 
when the question of explosion alone is considered. We will have to ask the 
indulgence of our readers for having in any manner reverted to these harm- 
less stories, silly though they be; yet we did not so revert in order that it 
may be understood that the value (or rather the worthlessness) of them can 
be more readily divined by a reading of the following account of a disastrous 
explosion occasioned by the ignition of an explosive mixture of the water gas 
product manufactured by the Gate City Gas Light Company, of Atlanta, Ga. 
On the afternoon of July 23, two workmen, under the direction of master 
plumber Henry Belcher, were engaged in the operation of connecting the 
premises at No. 172 Decatur street with the mains of the gas company 
named above. The building was occupied by the owner, Mr. C. M. Barry, 
who carried on a grocery business, The supply pipe had been laid under 
the pavement, and entered the building about its center. The riser was 
carried up through the floor, and everything appeared to be in readiness for 
placing the meter in position. Before the meter was set a smell of escaping 
gas was noticed, and one of the workmen was instructed to go in underneath 
the floor beams to ascertain whether the riser-joint had been properly made. 
He did as instructed ; but as near as can be ascertained, he brought along the 
never failing match to help him on his way. The match, as usual, did its 
duty ; and the explosion that resulted was not slow in doing its deadly work. 
The place was actually blown into splinters (the building was a frame one), 
and a negro woman, who was in the store making purchases at the time, was 
instantly killed. A man named Madison received wounds which the doctors 
claim cannot prove otherwise than fatal, and five other persons were more 
or less injured. The amount of pecuniary damage alone is placed at a valn- 
ation of $1,500. The jury impanneled to try the case decided that ‘ the 
negro woman (named Gates) came to her death through injuries received 
from an explosion of gas.” The jurymen also asserted that ‘‘ the explosion 
was caused by negligence on the part of the Gate City Gas Company in not 
having stop cocks put in its pipes at proper places.” This latter part of the 
verdict is decidedly unfair to the gas company; but perhaps the jurymen 
were prejudiced against the water gas purveyors, from listening to the testi- 
mony of Mr. Holmes, the agent or superintendent of the Gate City Company. 
This ‘“‘expert ” actually tried to convince the jury that the explosion was 
caused by the ignition of ‘‘ well damp” which had accumulated underneath 
the flooring. Mr. Holmes is evidently a firm believer in the marsh gas 
theory. 


Gas Wetus Tapprep tn Dakota Terrtrory.—A despatch from Frankfort, 
Dakota Territory, says that a strong vein of natural gas was tapped there on 
date of July 22. Contact was made at a depth of 85 feet. 


A Warr From Ricumonp, Va.—The cost of the condenser and scrubber 
now being manufactured by Messrs Tanner & Delaney, for the gas works un- 
der control of the city authorities at Richmond, Va., will be in the neigh- 
borhood of $8,000. We are glad to learn that Messrs. Adams & Knowles are 
pushing things along right lively. 


Tue Faun anp WisTer Ovrioox.—From all parts of the country comes 
the news that the gas makers expect the coming fall and winter season to 
be the busiest one ever experienced. The most gratifying feature in this 
connection, aside from the general unanimity of expression concerning the 
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outlook, is the fact that not alone in the larger cities and towns is this in- 
creased output lookéd forward to with confideace, but the smaller plants 
seem to be buoyed up with even greater expectations of coming gain than 
are the ‘‘ big fellows.” Do uot forget that your common enemy, “the oil 
barrel,” is also pretty convenient just at present. This advice is added for 
fear that some of you might think that prudence, moderation, and wat: hful- 
ness are no longer absolutely necessary. The only way to keep the key to 
the situation is a pursuance of the happy policy that has prevailed during 
the past two years. 


Correspondence 


(The JOURNAL is not responsible for the opinions expressed by correspondents. } 


Objections to the Use of Water Gas as Fuel. 
ALBANY, N. Y., July 28, 1884, 
To the Editor American Gas Licut JourNAL : 

Carbonic oxide is the gas formed when carbon (either in solid or gaseous 
form) is burned with an insufficient supply of air. That it is a deadly 
poison is well kwown ; and hence, breathing it in the form of charcoal fumes, 
in a close room, has been a favorite, because painless, means of committing 
suicide. The leading chemical text books make mention of the poisonous 
qualities of this gas, as amply proved by Prof. Morton’s collation of excerpts 
on the matter, as published in the JournaL issues dated March 2 and 16, 
1878. I might here add to the authorities then quoted the name of Prof. 
Wells ; this author, in his work entitled ‘ Principles of Chemistry,” says 
(p. 295) that ‘carbonic oxide is much more poisonous than carbonic acid, 
and the inhalation of air containing one two-hundreths of it, for any con- 
siderable length of time, is said to be fatal.” 

The above facts being beyond dispute, the advocates of the coal gas sys- 
tem of manufacture claim that, as water gas contains from four to five 
times a larger volume of carbonic oxide than is carried in ordinary coal gas, 
the law should be appealed to in order that the people might be pro- 
tected from exposure to an unnecessary peril. Those interested in the ad- 
vancement of water gas, in reply to these charges say that, admitting carbonic 
oxide to be a poison, and in excess in their gas, it cannot prove injurious un- 
less, through defective fixtures or leaky pipes, escapes occur— and even un- 
der such circumstances especially harmful results can hardly ensue, as the 
odor is sufficiently pungent to at once attract the attention of those exposed 
to the chances of its inhalation. 

The water gas purveyors have been adroit enough, in their controversies 
with coal gas advocates, to confine their argument to the point, viz., whether, 
leakage being prevented, the large excess of carbonic oxide is a fatal objec- 
tion to the use of water gas as an illuminont—entirely ignoring the 
effect of such excess when that product is used as a fuel in the carrying out 
of ordinary domestic purposes. This latter phase of the case would seem to 
me to be of far greater importance than the other, as in nearly all gas stoves 
now used in household operations the products of combustion are necessarily 
more or less discharged into the room, and, so far as these products consist 
of carbonic oxide, must poison the air therein. Carbonic oxide (unlike car- 
bonie acid) being slightly lighter than atmospheric air, always rises to a point 
where it must be inhaled; and itis to make the above, inquiry that this 
article is written. 

The practice now in general use, for burning gas as fuel in the stoves sold 
by both coal and water gas companies, is known as the Bunsen system— 
simply stated, mixing air with the gas, previous to combustion, and burning 
them together. Its advantage lies in consuming the gas without smut, 
whereby the flame can be permitted to strike the cooking pan directly , its 
disadvantage arising from the formation of carbonic oxide in excess over 
the quantity that can be consumed—hence the necessity of making flue con- | 
nections where a heating stove is employed, which course is now advised 
by all gas companies—and where that course is not possible, viz., in cooking 
stoves, the installation is urged to be made in places where a free circulation 
of air can be maintained. # 

Now, according to Clegg, and other eminent English authorities, to con- 
sume the carbon contained in acubic foot of London coal gas (only about 14 
candles illuminating value) requires ten cubic feet of air; a larger quantity 
of air being required to effect the operation as the gas increases in richness, 
That is, when the above quantity of air is furnished the product of combus- 
tion is carbonic acid ; and just in proportion as the requisite quantity of air 
is not supplied the combustion product is carbonic oxide—always known 
from the flame being blue in color. 

According to well-known experiments made in London, authenticated 
through exhaustive tests made by Mr. Wm. W. Goodwin, of Philadelphia, 
Pa., only about two cubic feet of air to one cubic foot of gas can be advan- 
tageously used, previous to ignition, from which, when that system is used, 








it follows— 





First. That at the time of ignition the chief product of combustion must 
be carbonic oxide; and 

Second. Unless the air mixing with said product subsequently converts it 
into carbonic acid (which we know is not the case—the fact being that, com- 
ing in cold currents from every side, it must chill down instead of increase 
the heat required for combustion), it must remain in the form of carbonic 
oxide, and, in that character, passes into the room. 

Thus far, of course, the explanation just given of how, and why, carbonic 
oxide is formed and liberated, when gas is burned as a fuel in the manner 
above stated, applies to both coal and water gas. Leaving such explanation 
&1 Open question, for the present, so far as it applies to coal gas, I think it is 
proven beyond dispute that, whether or not wate: gas can be safely used as 
a domestic illuminaait, it should not be employed in the gas cooker or gas 
heater. 

First. Because on account of its great richness in carbon, it must make 
carbonic oxide largely in excess over that from coal gas, when used as fuel ; 
and, 


Second, Because, owing to the foregoing fact, and the further fact that it 
is one-third carbonic oxide before ignition, the products of combustion, at 
the time of ignition, must consist not only of the carbonic oxide then formed, 
but also of the carbonic oxide passing from the burner unaltered, owing to 
the supply of air at such times being but a fractioy of that required to insure 
complete combustion. 

But it is said—assuming the above demonstration to be sound—this does not 
matter much, since cooking by gas is chiefly done in warm weather, when 
To this I would reply that, carbonic 
oxide being colorless and lighter than air, all those using gas stoves must 
breathe more or less of the poisonous vapor ; and if it does not kill at once, 
neither does sewer gas—and no sane person would be inclined to inhale this 
noxious compound, unless compelled to do so. TRUTH. 


windows and doors may remain open. 


“Mr John Somerville Sets Mr. C. H. Raynor Aright. 
SoutH Merropouiran Gas Company, / 
70 Banxstnz, Lonpon, Ena., July 10, 1884. § 
To the Editor American Gas Licut JOURNAL: 

In your issue of June 16, to hand a few days ago, I noticed a letter from 
Mr. C. H. Raynor, of Adrian, Michigan, referring to a sketch and descrip- 
tion of my patented ‘‘ dip reducer,” as published in the London Journal of 
Gas Lighting of date of May 20, 1884. 

Mr Raynor appears to have mixed up the dip reducer with the tar ex- 
tractor, for he says, ‘‘the object sought being the removal of tar from the 
hydraulic main."’ Now, the dip-reducer has nothing whatever to do with 
the removal of tar from the hydraulic main; and the writer of the descrip- 
tion of it given in the London Journal made that quite clear, for he was 
careful to say, ai the end of the description of the tar separator or extractor, 
‘‘This arrangement is, of course, merely a suggestion, and does not form 
part of the patented dip-reducer.” Accordingly, Mr. Raynor is slightly in 
error in saying the dip-reducer is for the removal of tar ; and I should like, 
with your permission, to set him right about it. 

The dip-reducer is a funnel-shaped appliance attached to the ordinary dip- 
pipe for isolating a small portion of the liquor from the large body in the 
main, so that, when the retort is eharged, the small quantity contained in 
the funnel is driven out, by the pressure of the gas, in the form of spray 
over the edge of the funnel, which stands half an inch above the level of the 
liquor in the main, and so prevents its returning except through an inch 
hole in the lower part of the funnel, when, as it arrives in smal] quantity at 
the level of the dip pipe, it is again dispersed in spray until the retort is 
spent ; then the liquor rises up the dip-pipe and makes the usual seal of 1} 
inches, or whatever the normal seal may be. 

This has the effect of reducing the pressure in the retort from 1} inches to 
two-tenths during the time the retort is giving off its gas. It was designed 
some twelve months ago as a substitute for the anti-dips, of which I have 
tried several forms, both of my own designing and the inventions of others; 
but I have found them all troublesome and unreliable, and had to abandon 
them—at the same time being fully impressed with the necessity of relieving 
the retort of pressure, or, rather, of reducing it toa minimum, This is what 
the dip-reducer referred to by Mr. Raynor does, besides washing the passing 
gas in a spray-bath as it traverses the hydraulic main to the outlet. 

In conjunction with it, it is very desirable that the arrangement should 
work in liquor and not in tar. In order to explain how that object can be 
attained, there is shown in the illustration, attached to the main, a slight 
modification of an apparatus we have had in use for some four or five years 
at these works for withdrawing the tar from the main as it is formed, thus 
leaving liquor only to form the seal to the dip. 

Thanking you for space in your very valuable Journax to allow me to 
make this explanation, I am yours faithfully, 

Joun SOMERVILLE. 
















































American Gas Light Zournal. 





Aug. 2, 1884. 





ct. __ 4 
HT JOURNA 


a canteeaaEEaE 
i SAS LIG 


A. M. CALLENDER & CO., 


PROPRIETOBS. 





— ap 


Ed:tor— JOS. R. THOMAS, C.E. 
Manager—C. E. SANDERSON. 





PosLisHED ON THE 2ND aND 16TH oF Eaon Monts 


At No. 42 Pine Street, New York. 





This is a recognized official organ of— 
LIGHT, HEAT, STEAM, “ATER-SUPPLY, 
VENTILATION, SANITARY IMPROVEMENT, 
AND GENERAL SCIENCE. 
a eee ae 
TERMS 
SUBSCRIPTION—Three Dollars per annum, in advance. 
a ae 
AGENTS 


Nsw YoRK-—-AMERICAN News Co. 39 and 41 Chambers &t 
Boston—S. M. PETTENGILL & Co., 6 State Street. 
PaILaDELPHIA—PRatTT & Co., Corner 9th and Arch Streets, 
England—C. W. Hastines, 22 Buckingham St., London, W.C. 
Gormany—B. WESTERMANN & Co., of New York 





Saturpay, AuGcust 2, 1884. 


Wrought Iron Mains. 

In discussing this subject the Jron Age sags, 
‘The strain upon gas mains from within is, under 
ordinary conditions, insignificant. If the strength 
of mains to resist bursting were to be carefully 
considered, as it must be with cast-iron water 
mains, the remarkable resistance of thin sheet 
iron would be generally recognized. The experi- 
ence of Californian mining engineers is conclusive 
upon this point. Here it has been for 20 years 
customary to bring large supplies of water for hy- 
draulic mining (now in some cases trunsformed 
into ordinary supplies for town populations) 
for many miles, under enormous pressures, by 
means of single-riveted pipes of No. 14 or 16 
B.W.G., put together stove-pipe fashion, with the 
joints made tight by tarred strips of webbing. 
These pipes are frequently laid on the surface of 
the ground, protected in places by a couple of 1} 
inch planks tacked together and laid over them, 
and thus they endure a range of temperature of 
from 10° to 107° F. in the shade. The last 
February number of the ‘‘Transactions” of the 
American Society of Civil Engineers contains an 
instructive paper by Mr. Hamilton Smith, Jr., on 
this subject. The water supply for San Fran- 
cisco is brought from storage reservoirs, a dis- 
tance of 15 miles, in two riveted sheet-iron pipes. 
As an instance of the durability of such pipes, Mr. 
Smith cited two pipes—laid side by side, in 1868, 
by a company—each 26 inches diameter, of No. 16 
B.W.G. iron, single-riveted, which stand an in- 
terior tensile strain of 11,500 pounds per square 
inch, and, although the water running through 
them is sandy and gritty, the pipes are nearly as 
good as new. All these pipes are soaked for 15 
minutes in hot asphalt before leaving the work- 
shops. 








The drift of all these facts is to prove that when 
circumstances call for the lightness, elasticity and 
adaptability of a thin sheet-iron main-pipe for gas 
or water—when the cost of carriage is high, when | 
the ground is hard or liable to settlement— | 
bitumenized sheet-iron will be strong enough, 
tight enough and last long enough for all prac- | 
tical It is not to recommended 
where many tappings for services are to be ex- 
pected ; nor is it to be adopted merely for the sake 
of change, or in the absence of conditions un- 
favorable to the commoner tvpe of main. For 
cheapness and speed of laying, the. Californian 
styl of making the pipes in 20-feet lengths very 
slightly taper, so as to enter each other as spigot 
and socket, with a wrapping of tarred or painted 
webbing to make all tight (the end rivets being 
countersunk), must bear away the palm. Surely, 
if pipes of this type will last for 20 years under a| 
head of from 300 to 800 feet of water (passing, | 
moreover, sand and gravel at tremendous velocity), 
they ought to stand for ordinary pressure, in aj; 
more equable climate. The subject is of great | 
economical and technical interest and deserves to | 
be kept in view, and regarded without prejudice 
on either side.” | 





purposes, be 








Preventing Corrosion of Iron and Steel. 


-_ —_ 


According to Professor Calvert, recent practical | 
tests made by him go to show that the carbonates 
of potash and soda possess the same property of 
protecting iron and steel from rust as do those 
alkalies Thus it is found | 
that, if an iron blade be immersed in a solution of 
either of the above carbonates, it exercises so 
protective an action that- that portion of the iron 
which is exposed to the influence of the damp at- 
mospheric air does not oxidize, even after so ex- 
tended a period as two years. Similar results, it 
appears, have also been obtained with sea water, 
on adding to the same the carbonates of potash 
and soda in suitable proportion. 


in a caustic state. 





The Market for Gas Securities. 
ane 
Manhattan shares have been the feature in the 
market for New York city gas stocks during the 
past fortnight, and the surprising price of $303 
per $100 of par value has been paid for the 





security. While all the other city shares proper 
show a tendency to decidedly higher figures, the 
proportionate increase, taking Manhattan as the 
standard, is not borne out. 

floating around the ‘“‘ street” 
tions looking to a consolidation of the New York 
city companies into one large corporation—with the 
exception of the Equitable Company, which, ac- | 
cording to rumor, is to be left out in the cold— 


The various stories 
concerning negotia- 


with a capital proportioned to the actual existing 
value of the properties and plants, have such a de- 
cidedly ‘‘ bubbly air” about them, that we will fore- 
go their detailed statement. Manhattan, at 305, is 
less than a 10 per cent. stock ; but, still and all, | 
without attempting to give the inside reasons as to | 
why the stock has advanced so rapidly in the past | 
two months, 10 per cent. is a very neat return in 
the shape of annual interest. One or two 
brokers accouut for the low quotation of Equitable 
stock on the ground that some strong parties are 
offering the shares down solely in the hope that 
weak holders may be shaken out; or, in other 
words, that a certain set of capitalists are inclined 
to get control of the concern provided that con- 
trol can be gotten at a low figure. We expect to 
hear ‘‘ music in the air” shortly, anent the gas 
share market of New York city. Probably, hold- 
ers will not be far out of the way if they keep a| 
tight grasp on Manhattan, Municipal, Metropoli- 
tan and New York shares. A parcel of 118 shares | 
of Manhattan gas, sold in three lots, brought 
prices all the way from 297, to 298 and 300—the / 


last lot selling at the highest notch. The Metro- 
politan Company has declared a dividend of 5 per 
cent., payable August 12; the Harlem Company 
pays its regular semi-annual dividend of 3 per 
cent. on August 7. Central gas shows an ad- 
vance of 10 points over the figure given for 
July 16. 

Brooklyn city gas shares are fairly steady—Ful- 
ton Municipal being recorded at much higher 
prices. Hartford (Conn.) gas is weaker ; Con- 
solidated gas (Balt.) is stronger ; Jersey City gas 
is lower to the extent of the dividend declared and 
paid July 1; Washington (D. C.) gas is fairly 
steady ; St. Louis (Mo.) gas is lower; San Fran- 
cisco (Cal.) gas shares are steady to strong. For 


quotations, see page 72. 


HYDRAULIC MAIN WANTED. 


One section second-hand 20-inch Hydraulic Main, for bench of 





threes, complete, with straddle-pipes. Address 


A. C. GANDEY, Supt. Lambertville Gas Co., 


608-1 Lambertville, N. J. 


FOR SALE, 


14 D-SHAPED RETORTS, WITH MOUTHPIECES ATTACHED, 
9 ft. 10in. by 14 in. by 22 in 





Not been set 


9 D-SHAPED RETORTS, WITH MOUTHPIECES ATTACHED, 
9 ft. 10 in by 12 in. by Win. (Not been set.) 


ONE STEAM WOOD PLANER. 
ONE KNOWLES STEAM PUMP, 5-in. cylinder, &in stroke. 
ONE ROOTS BLOWER, No. 3. 
ONE LARGE GALLEY COOKING STOVE. 
To be seen at the Works of the 


BROOKLYN GAS LIGHT CO., 


603-3t FOOT OF HUDSON AYV., BROOKLYN, N. Y 








900 ENGINES & 24,000 (H.P. 
NOW RUNNING. 


Sales, 2,000 H. P. per Month. 


Largely Used for Driving Exhausters, 
Blowers, Etc. 


SEND FOR ILLUSTRATED CIRCULAR AND REFERENCE List, 


WESTINGHOUSE MACHINE CO., 


PFPittaburgsgh, Fa. 








SALES ROOMS: 


53 South Market Street, Nashville, Tenn, 
94 Liberty Street, New York City. 

401 College Street, Charlotte, N. C. 

401 Elm Strect, Dallas, Texas. 

Also, Fairbanks, Morse & Co.,, Chicago, il. 
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AUG. KLONNE, Engineer and Contractor, DORTMUND, GERMANY, 
PATENT 


REGENERATIVE FURNACES 


Klonne’s system of heating retorts is the simplest and most generally used of all similar inventions.—if imtro- 
duced into existing retort houses, the make of gas can be easily doubled or trebled ; at the same time the working 
results will be uniform.—The attention required will be much simplified, and be independent of the stokers.— 
Largest make per ton of coal carbonized, and highest illuminating power.—Little attention needed—Great saving 
of labor and wages.—No stoppage in the ascension pipes.—No deposit of pitch in the hydraulic main.—No high 
chimneys required.—Furnaces erected ready for use, and results guaranteed.—Heating of Generators explained, and 
instructions given to the workmen.—With own material greatest durability guaranteed—Make up to 5,000,000 
cubic feet of gas hefore repairs will be necessary. 














These Regenerative Furnaces are in use and in course of erection all over Europe. 





A. K. undertakes Contracts for the Supply and Erection of the Largest Gas Works, 
or the Remodeling of Existing Works. 


Among the hundred and more gas works where Klonne’s furnaces have been used are those in London, Salford 
and Birmingham. In the latter city 952 Klonne retorts produce duily over 9,000,000 cubic feet of gas. From the 
many flattering testimonials received by Mr, Klonne the following explains itself : 

“WeisBaDEN, March 26th, 1884. 

“The Manager of the Gas Works, Mr. Winter, informs the Gas Engineer of the facts and results he obtained 
with the Klonne Regenerative Furnaces, which were constructed some years ago. Bench No. 1 in 584 days 
produced 131,917 cubic meters per retort; bench No. 2, in 771 days, 169,504 cubic meters; bench No, 3, in 9038 
days, 200,317 cubic meters; bench No. 4, in 154 days, 41,978 cubic meters; bench No. 5, in 167 days, 42,857 cubic 
meters. Benches 2 and 3 are still good for another season without repairs. Production, 305 cubic meters of gas 
per 1,000 kilo. (1 ton) of coal, and 12 per cent. of coke fuel used. The result is, therefore, that benches of 8 retorts 
have already produced 56,596,161 cubic feet of gas without any repair—a fact never reached in any other gas works 
or by any other furnace in the world.” 


For further particulars apply to the NEW YORK AGENT, 


JOSIAS TAYLER, Room 55. Astor House, New York City. 
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Quotations by Geo. 


Stocks. 


—_—-—- 


w. 


Close, 


Broker and 


Dealer in Gas Stocks (with W. B. Scorr & co.,) 
34 Prive Srreet, New Yor« Ciry. 
Avevust 2. 


2 All communications will receive particular attention. 
G2” The following quotations are based on the par value of 

















$100 per share. 
Capital. Par. Bid Asked 
Central....... $466,000 50 70 90 
Equitable......... 2,000,000 100 80 8&5 
i iatwicssteinnen 2,000,000 50 121 123 
a ere 170,000 ao 
Manhattan....... n 4,000,000 50 300 305 
Metropolitan............ -- 2,500,000 100 230 235x 
” Bonds ..... a. 658,000 — 107 110 
Mutual...... sesitigntbsenens 3,500,000 100 127 129 
‘**  Bonds.... 1,500,000 1000 104 106 
Municipal.................. 3,000,000 100 207 210 
« Bonds.......... 750,000 107 110 
New York.................. 4,000,000 100 157 162 
2 eee 125,000 50 — 80 
1 PR sidsstinnies 108,000 
Gas Co's of Brooklyn 
Brooklyn...........ccseccce 2,000,000 25 127 129 
Citizens ...... oat 1,200,000 20 89 91 
“« 6 ¥. Bends.... 320,000 1000 106 110 
Fulton Municipal....... 3,000,000 100 142 145 
* Bonds.... 300, 000 104 108 
POOPIE ncresicssecssecocses 1,000,000 10 75 80 
OF I isccssencen 290,000 — 105 110 
* etiteoean 250,000 — 90 95 
Metropolitan............ 1,000,000 100 90 92 
I siicnisictaetbateiass 1,000,000 25 102 107 
OY  issavttinsinsves 700,000 1000 85 90 
Williamsburgh.......... - 1,000,000 50 115 125 
si Bonds... 1,000,000 — 104 108 
Richmond Co., § 300,000 50 — 75 
: Bonds......... 40,000 — — — 
Out of Town Gas Companies, 
Buffalo Mutual, N. Y.. 750,000 100 80 8&5 
- Bonds... 200,000 1000 95 100 
Citizens, Newark......... 918,000 50 100 104 
+ ** Bonds. 124,000 — 105 10 
Chicago Gas Co., IIls.. 150 155 
Cincinnati G. & C. Co.. 187 190 
Consolidated, Balt....... 52 53 
« Bonds.... 109 111 
Central, S. F., Cal...... 51 55 
Capital, Sacramento, Cal. 59 60 
Hartford, Conn.......... 750,000 25 112 120 
Jersey City.......-ccccceee 750,000 20 145 150 
Laclede, St. Louis, Mo. 1,600,000 100 98 W— 
Louisville, Ky...... ...... 1,500,000 50 124 130 
Montreal, Canada....... 2,000,000 100 186 187 
New Haven, Conn....... 25 166 170 
iS” i 28 29 
Peoples, Jersey City... — 7 80 
se ‘“*  Bonds.. a 
Paterson, N.. J.<....000%0. 25 96 99 
Rochester, N. Y.......... 50 70 80 
Washington, D. C....... 2,000,000 20 185 195 
Wilmington, Del......... 50 174 — 
IND cosscdtendeescxscace 50 — 40 
St. Louis, Missouri...... 600,000 50 — 238 
San Francisco Gas Co. 
San Francisco, Cal.... 50 =«=5l 
Advertisers Index. 
Page 
GAS ENGINEERS, 
Da, Ti TE, FH I CE 6x 6b cobs cccecdewecesccbetcre 82 


GAS WORKS APPARATUS AND 


CONSTRUCTION. 
Famnes Ti. ViagG, NOW WotR CMF occ cccccscscccsccvcscscece 79 
T. PV. Rowland, Groempcint, Le. 1... cccccccscccccccscvccccccs 79 
Deily & Fowler, Phila., Pa........ eoeeesee pneeneageesreuses 7 
Kerr Murray Mfg. Co., Fort Wayne, Ind gitar elke ttebwimian 73 
Stacey Mfg. Co., Cincinnati, Oh10....... 666-66 ceeeeeeeee 72 
Bartlett, Hayward & Co., Baltimore, Md........ 79 





| 
Morris, Tasker & Co., Limited, Phila., Va....... .........-. 


Davis & Farnum Mfg. Co.. Waltham. Mase ee 
Tanner & Delaney Engine Co, Richmond, Va...... 


GAS AND WATER PIPES. 
ic Bi ROIIORA, TTI, Tho Div cinn vieccccccecccccensecs 
Gloucester Iron Works, Phila., Pa... ............... 

Ri D. Wood & Cow Phila., Pa... ......eccossseee- sod 
Warren Foundry and Machine Co., Vhillipsburgh, N. J. 
Mellert Foundry and Machine Co., Reading, Pa..... 


SCRUBBERS AND CONDENSERS. 


G. Shepard Page, New York City............. 
REGENERATOR FURNACES, 

Charles F. Dieterich, Baltimore, Md................. 

Aug. Klonne, Dortmund, Germany. ....... .........0000-6 


RETORTS AND FIRE BRICK. 


J. H. Gautier & Co., Jersey City, N. J....... ........ 

B. Kreischer & Sons, New York City.............00..ceseees 
He BI IE acd sc becencencccccccccssactes 
Laclede Fire Brick Works, St. Louis, Mo....... : 
Brooklyn Retort and Fire Brick Works, Brooklyn, N. Y ; 
Bonguer & O'Mrtam, PRR, PR... 0 cise csiccccrccesss 
William Gardner, Pittsburgh, Pa.. ee eee 
Geary Mishrer, Wow Work Oly. ...0..6 cecscccccccess 
Chicago Retort and Fire Brick Works, Chicago, Ills... .. 
Baltimore Retort and Fire Brick Co., Baltimore, Md ; 
Standard Gas Retort and Fire Brick Co., Ironton, Ohio... 
Oakhill Gas Retort and Fire Brick Co., St. Louis, Mo. 


GAS STOVES. 


American Meter Co., New York and Philadelphia ........... 
The Goodwin Gas Stove and Meter Co., Philadelphia, Pa. .. 


VALVES. 


Ludlow Valve Manufacturing Co., Troy, N. Y.. .... 
McNab & Harlin Mf'g Co., New York City 
John McLean, New York City.......... 


GAS METERS. 


Harris, Griffin & Co., Phila., Pa ...... 

American Meter Co., New York and Philade Iphia. 

The Goodwin Gas Stove and Meter Co., Phila. Pa 
Helme & McIlhenny, Phila., Pa.... altdenieriveiets 
Maryland Meter and Mfg. Co., Baltimore, Md...... 

D. McDonald & Co., Albany, N. Y........ 


EXHAUSTERS, 


P H. & F. M. Roots, Connersville, Ind 
Smith & Sayre Manufacturing Co., New York City 
Wilbraham Bros., Philadelphia, Pa. . 


GAS COALS. 


Penn Gas Coal Co., Phila., Pa........... 
Perkins & Co., New York City , 
Newburgh Orrel Coal Co., Baltimore Md . 
Despard Coal Co., Baltimore, Md.. . ‘ 
Chesapeake and Ohio R.R. Coal Agency, N. y. City 
Westmoreland Coal Company, Phila., Pa..... 


GAS ENGINES. 
Schleicher, Schumm & Co., Phila., Pa......... seeseee oes 
Continental Gas Engine Co., New York City 
GAS LAMPS. 


Siemens Regenerative Gas Lamp Co., 
G. Shepard Page, New York City. 


Philadelphia, Pa 


PURIFIER SCREENS. 


John Cabot, Lawrence, Mass......... orn 


ee 


79 STREET LAMPS, 
bd J. G. Miner, Morrisania, New York City......... Seki does ae 
79 Bartlett Street Lamp Mf’g Co., New York City...... Soatcwey, ae 
Geo. D. Winchell Mf'g Co., Cincinnati, Ohio......... cou ae 
_..| The Patterson Co., New York City..... cue ee 
a E. P. Gleawn Mf'g Co., New York City 74 
73 BIRNERS, 
78 | G. Gefrorer, Phila., Pa.. : ata hole ag 73 
78 | Walter anderson, New ¥ ork c ity. da cigiie a anna ts Graves wea 50 
| PURIFYING MATERIAL. 
77 | Connelly & Co., New York City ...... cceeeee ceeesseeeeee 83 
STEAM BLOWER FOR BURNING BREESE, 
9 ie bv Ane INT Ci cis oa ce cuenta wicnaiie 74 
71 GAS FIXTURES, 
Mitchell, Vance & Co., New York City.... 02. ....0ssee0 81 
a STEAM ENGINES, 
- Westinghouse Machine Co., Pittsburgh, Pa................. 70 
40 
76 STEAM PUMPS. 
76 Guild & Garrison, Brooklyn, N. Y ore 74 
ofl Pe | ee ee ee R2 
‘. PIPE CUTTING MACHINE. 
76 | Pancoast & Maule, Philadelphia, Pa... ........... 82 
= HYDRAULIC ELEVATOR. 
19 
76 Lane & Bodley Company, Cincinnati, Ohio........., 72 
76 BOOKS, 
King’s Treatise a2 
SD III <6 Gist dchur cube weonessccetesdnn chica codses 78 
75 | Cathels’ Gas Consumers’ Manual... abwewes'haldenad 83 
84° Fodell’s Book-Keeping. . sooty 83 
Management of Small Gas ; Works. 82 
Directory of Gas Light Companies 74 





0. B. Monnett, Superintendent of the 


= SPECIAL NOTICE. 


Bucyrus Gas Works, 


has discovered a very valuable remedy for Foot-rot and Scab 


82 among Sheep. It is made from a waste m 


aterial, and w.1l yield 











a a very large profit. For particulars address 

te 

gg «—«C- It O. B. MONNETT, Bucyrus, Ohio. 

82 

i uf John McLean 

= | Man'facturer of 

80 GAS 

80 
| VALVES. 
298 Monroe Street, N. Y. 
| 

81 








pa: 
«| “ DIRECT |, 

“| HYDRAULIC" , 
gi] ELEVATOR | 











56 mic 

$5 ) 
te i | 

73 Y 

81 Uj 





city service, 
pumping and accumu- 
lator system. 
address the 


LANE & BODLEY CO. 


NK? Tr With Iron or Wood 


Platform. 


Largely used 
y Leading Cas 
Co.s for Coal 
nd Coke Lifts. 


Adapted for use with 
or special 


For prices 


Cincinnati, O. 





H. RANSHAW, Prest. & Mangr. WM. STACEY, 


Vice-Pres 


T. H. BIRCH, Asst. Mangr 


R. J. TARVIN, Sec 


& Treas. 


STrAcHyY MEG. CO., 


MANUFACTURERS OF 


Single and Telescopic Gasholders, 


IRON ROOFS, BRIDGES, LAMP POSTS, 
Water and Oil Tanks, Coal Elevator Cars, 
COKE CRUSHERS, BENCH CASTINGS, 


And all kinds of Wrought and Cast Iron Work used in the erection of Coal and Oil Gas Works. 
Rolling Mill Machinery and Heavy Castings a Specialty. 


Foundry: 
33, 35, 37 & 39 Mill Street. 





16, 18. 2 


Wrought Iron Works: 


» 22, 


24 & 26 Ramsey Street. 


Cincinnati, Onio. 





ie | 


a 2 OO mre Fe 
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R. D. 


Woop «& ca... 


400 Chestnut Street, Phila., 





Pa. 


Cast LPO Gas & Water Pipe, Waler Mach InerY & Gas tmande 


Cast Iron Pipe, Fire Hydrants, 
Eddy Vaives, Lamp Posts, Large 
Loam Castings, Fianged Pipe, 
Sugar House Work, Iron Roofs 
and Floors, Wrought & Cast Iron 
Tanks, Turbine Water Wheels 
and Pumps. 





Casholders, Lime Trays, Center 
Valves, Purifiers, Bench Work, 
Exhausters, Condensers, Cov- 
ernors, Scrubbers, Cas Valves. 
Station Meters, Cast Iron Pipe 
Fittings. 





Manufacturers of Heavy cian a Machinery of Every Description. 


ENGINEERS & CONTRACTORS FOR THE ERECTION OF GAS WORKS, & ALL MACHINERY CONNECTED THEREWITH. 


Estimates and specifications furnished for erection of new works or the extension or alteration of old ones. 


Foundries and Works, - Millville, Florence, and sa N, J. 





Siemens’s Regenerative Gas Burners, 
E"or Lighting and Ventilating. 


THE CHEAPEST, PUREST, AND MOST BRILLIANT OF ALL GAS LIGHTS. 


Superior to the Electric Light in Economy, 
Beauty, and Steadiness. 


SPECIALLY ADAPTED FOR LIGHTING HALLS, FACTORIES, OPEN SPACES, ETC. 


Numerous Tests made by various Gas Com- 
panies in the United States show an Efficiency 
of Ten Candle Power per Cubic Foot of Gas. 





General Agents- 
SIEMENS LIGHTING CO., 330 West Creen St., Louisville, Ky. 


D.R. OFFLEY, - - - 176 Fifth Avenue, New York City. 
ha MYERS, - 147 Ellis Street, San Francisco, Cal. 

. D. COLT, ° - (420F Street, Washington, D. C. 
Y. c 3 RAMSDELL & CO., - 20 Swan Street, Buffalo, N. Y. 
J. F. WILCOX, - - - No. 1! Bissell Block, Pittsburgh, Pa. 
M.P. MAAS, - - 85 and 87 Dearborn Street, Chicago, Ill. 





THE SIEMENS REGENERATIVE GAS LAMP COMPANY. 


SOLE MAHBERS FOR THE UNITED STATES, 


IN. E. Cor. 2ist. St. and Washington Av.. Philadelphia. Pa. 





KINGS TREATISE ON COAL CAS. 


The most complete work on Coal Gas ever published. Three vols., bound, $30. 





A. M. CALLENDER & CO., No. 42 Pine Street, New York, 
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THE PATTERSON 0, (Limited) QT7DEET | AMPS 


GAS BURNERS, STREET AND FANCY LANTERNS, 
DECORATED GLOBES AND SHADES, 


ETCHED, CUT AND SAND BLAST GLOBES, 
GAS FIXTURE SUPPLIES OF EYERY DESCRIPTION, 
17 WEST HOUSTON STREET. 
NEW YORK. 


E. P. GLEASON MFG. CO., 


MANUFACTURERS OF 


Street & Fancy Lamps 


ETCHED, CUT, AND OPAL GAS GLOBES, 
Gas Burners of Every Description 
Street Lamp Cocks. Improved Street Lamp Torch. Pocket Test Meters. 


EXotz’s Self-Closing Faucets. 
SERVICE AND METER COCKS. FULL LINE OF KEROSENE SUPPLIES 


Glass Works, Brooklyn. N. Y- 181 to 189 Mercer St., is ms City. 


CUILD & GARRISON, 
STEAM PUMPS 


FOR GAS WORKS. 
Tar Pumps, Ammoniacal Liquor Pumps, 


NAPHTHA PUMPS, WATER PUMPS, & FIRE PUMPS. 
Air Pressure Pumps, Etc. 


—_ GAS _— aie 
Parson’s Steam Blower. 


FOR IMPROVING BAD DRAUGHT IN BUILERS, AND FOR BURNING BREEZE p 
OR OTHER WASTE MATERIAL. Of the United States. 


























MANUFACTURED BY THE 


Geo. D. Winchell Mfg. Co., 


Cor. Bank & Riddle Streets, 
CINCINNATI, OHIO. 








DIRECTORY 





PA R ~ () \ S A R B U R N k R We have for sale a limited number of GOODWIN’'S DIRECTORY 
a 
FOR UTILIZING COAL TAR AS FUEL. : OF GAS COMPANIES IN THE U. 8. AND CANADA. 
» 
PARSON’S AIR JET TUBE CLEANER, 
FOR CLEANING BOILER TUBES. rice, $5. 
These devices are all first-class. They will be sent to any responsible party for trial. No sale 
unless satisfactory. Manufactured by the W ATE RTOWN STEAM BLOWER COMPANY. a. M. CALLENDER & Co 
Orders to be sent to ° . ALLE! Ss 4 . 
H. E. PARSON. Supt., 42 PINE ST.. N. Y. 42 PINE STREET, N. + the. 





BARTLETT STREET LAMP MANUFACTURING COMPANY, 


OWNERS AND MANUFACTURERS OF BARTLETT'S PATENT 


Cc. BARCALOW. * J. V. BARCALOW. 
mi)! Har 











FOr, STREETS, PARES, R.R. STATIONS, PUVUBIIC BVILDINGS, ETC. 


Office and Salesroom, No. 35 HOWARD STREET, N. Y. CITY. 
LAMP POSTS A SPECIALTY. Gas Companies or others intending to erect Lamps and Posts will do well to communicate with us. 
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THE AMERICAN METER Co., 


MANUFPACTORIES, 


512 West Twenty-second Street, N. Y. Arch and Twenty-second Street, Phila. 





AGENCIES, 
No. 37 Water Street, Cincinnati, Ohio. Nos. 244 & 246 North Wells Street, Chicago, Ill. 


Nos. 122 & 124 Sutter Street, San Francisco, Cal. 





“ECONOMY” GAS STOVES. 


NO EXTRA CHARGE FOR NICK- 
EL PLATED FITTINGS. 


A BROILER UNDER THE FIRE 
WITHOUT. SMOKE. 


AN OPEN ROASTER UNDER THE 
FIRE WITHOUT SMOKE. 


UNEQUALED ECONOMY OF GAS 
FOR THE QUANTITY OF COOKING 
DONE. 


A THOROUGHLY DIFFUSED salient 
HEAT THROUGHOUT THE WHOLE UNSUBPASSED EXCELLENCE 
oe i¢ rH¢ J) anu 
soe OF WORKMANSHIP AND FINISH. 
STOVE. 


ALL THE OVENS TIGHT, JACK- 
ETED, AND PERFECTLY VENTI- 
LATED. 


DOWNWARD RADIATING BURN- 
ERS OF GREAT POWER, 


PATENT SMOKELESS GAS-AND 
ATR BURNERS OF SUPERIOR 
POWER FOR BOILING, FRYING, 
STEWING, PRESERVING, JELLY- 
ING, HEATING SAD-IRONS, ETC. 


RADIATING BURNERS THAT 
CONSUME THE GAS OF ANY LO 
CALITY WITHOUT ODOR OR 
SMOKE, 


GENERAL AND SPECIAL SUPER- 
IORITY IN ALL COOKING OPERA- 
TIONS. 


BURNERS THAT ARE PRACTI- 
CALLY EFNDESTRUCTIBLE FROM 
TIME OR USAGE. 





No. 9.—** Economy”? Gas Range, with Improved Roasting Oven Door. 
With these Stoves all Qualities of Gas can be used. 
In presenting our “ Economy ” Gas Cooking Stoves and Ranges for the season of 1884 we would state that for 
efficiency, durability, and the economical use of gas for culinary purposes they are unrivaled. 


We have prepared patterns for a closed top for our Ranges, from 7a New and the larger sizes, and so constructed 

them that either or all of the boiling burners can be used at the pleasure of the operator. By asimple arrangement 
5 I t . = 

the heat from the broiling burner can be distributed in closed top when required for keeping vessels warm, or wher 


a moderate and constant heat is desirable. These tops can be fitted on stoves now in use 7f desired. 


sxx fos tuvsmaure carsoor. AMERICAN METER CO., New York and Philadelphia. 
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J. H. CAUTIER & CO., 


CORNER OF 
GREENE AND ESSEX STREETS 
JERSEY CITY, N. J. 


MANUFACTURERS OF 


Clay Gas Retorts, 
Gas House Tiles, 
Fire Bricks, Etc. Etc. 


Ground Clay, Fire Brick and 


Fire Sand in Barrels, 


J. H. GAUTIER. 
C. E. GREGORY. 


BROOKLYN 


bay Retort & Fire Brick Works, 


(EDWARD D. WHITE & CO.) 


“Manufacturers of Clay Hetorts, Fire Brick, 
Gas House and other Tile. 


(AN DYKE, ELIZABETH, RICHARDS & PARTITION STS. 


Office, SS Van Dyke St., Brooklyn, N. ¥. 


T. B. GAUTIER. 
C. E. GAUTIER. 





MANHATTAN 


FIRE BRICK & ENAMELLED CLAY 


LACLEDE FIRE BRICK MFG. CO., 


MANUFACTURERS OF 


‘|Fire Brick, Gas Retorts, RETORT WORKS. 


AND 


ST. LOUIS STANDARD SEWER PIPE. 


Blast Furnace and Cupola Linings, every description of Fire 
Clay Material, Fire Clay Flue Linings, Chimney Tops 
Dry Milled and Crude Fire Clays, ete 


ADAM WEBER. 
CLAY GAS RETORTS 
AND RETORT SETTINGS, 
FIRE BRICKS, TILES, ETC., 


Office and Works, 15th Street and Avenue C., N. Y. 


—Borgner & O’Brien, 


MANUFACTURERS OF 


‘CLAY GAS RETORTS 
AND RETORT SETTINGS, 
FIRE BRICKS, TILES, ETC. 


23d St., Above Race, 


PHILADELPHIA. 
TWENTY YEARS’ 


OFFICE AND DEPOT 
901, 903, and 905 Pine Street, 
ST. LOUIS, MO, 





ESTABLISHED IN 1845. 


B. KREISCHER & SONS, 
OFFICE FOOT OF HOUSTON ST., E.R., N.Y. 


Cas Retorts, 


TILES, FIRE BRICK. 
AND EVERYTHING IN THE FIRE CLAY LINE. 





PRACTICAL EXPERIENCE, 








Works, 
LOCEPORT STATION, PA. 


WILLIAM GARDNER, 


__ESTABL ISHED 1864.— 


Office, COAL EXCHANGE, 
PITTSBURGH, PA, P. 0. Box 373. 


Successor to GARDNER BROTHERS. 


Fire Clay 


Goods for Gas Works. 


C. H. SPRAGUE, No. 70 EILBY STREET, BOSTON, MASS., Agent for the New England States. 








OFFICE, 418 to 422 East 23d St., New York. 


ESTABLISHED 1856. WORKS, PERTH AMBOY, NEW JERSEY. 


HENRYT “MAURER. 
Excelsior Fire Brick & Clay Retort Works 


CLAY GAS RETORTS, 


BENCH SETTINGS, FIRE BRICK, TILES, ETC. 








STANDARD GAS RETORT AND FIRE BRICK COMPANY. 


J. ANDERSON, Pres. & Mana’r. 


OF IRONTON, OHO. R. A. KIRKER, Secrerary. 


Clay Gas Retorts, Fire Brick, and Fire Clay Goods of Every Description. 


Plans of Livesey-Somerville, McIlhenny, and other Furnace: 


s, and Competent Workmen Supplied, 








CHICAGO 


| 
Retort & Fire Brick Works, 


Office, Factory, 
79 Dearborn St., Unity Building. | 45th and Clark Sts. 
CHICACO, ILL. 
GEORGE C. HICKS, Pres. PAUL P. AUSTIN, SEc. & TREAS. 
STANDARD 


Clay Retorts and Settings. 


BLOCKS & TILES 


Of every Shape and Size to Order. 





Standara wire sews 





NEWBIGGING’S 


Gas Manager’s Handbook, 


Price, $4.80. 


TERY GAS MAN SHOULD HAVE ONE. 
Orders may be sent to this Office. 








 OAKHILLI 


OAS RETORT CTTRE BRICK RETORT & FIRE BRICK CO. 


MANUFACTORY AT 


LOCUST POINT, BALTIMORE, MD. 
PAR KER, RUSSELL & CO. Connection with the City by ficial 


City Office, 711 Pine Street, Clay Retorts, Blocks & Tiles, 


FIRE BRICK, FIRE CLAY, 
AND FIRE CEMENT. 


sT. LOUIS, Mo. 


Our immense establishment is now employed almost entirely in 


the manufacture of 


Red and Buff Ornamental Tiles and Chim- 


MATERIALS FOR CAS COMPANIES. | mney Tops. Drain and Sewer Pipe (from 
2to 30 inches) Baker Oven Tiles 

We have studied and perfected three important points. Our re I2xi2x2 and 10x10x2 

torts are made to stand changes of temperature, the strongest | 

heats of the furnace, and the abrasion of feeding and emptying. WALDO BROS., W 

Our customers are in almost every State of the Union, to all of 88 ATER sT., BOSTON, MASS, 





whom we refer. Sole Agents for New England States, 






















/ 


THE “STANDARD” WASHER:SCRUBBER, 


KIRKHAM, HULETT & CHANDLER’S PATENT. 
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Mourvat Gas Lieut Co., Str. Josern, Mo., Mar. 7, 1884. 
Gero. S. Pace, Esa., New York: Dear Sir—It gives me great pleasure to 
state that your “Standard” Washer-Scrubber has been in operation in the 
works of this company for more than two years, during which time it has not 
only removed all the Ammonia from the gas, but a large percentage of the 
Sulphur Compounds and a considerable portion of the Carbonic Acid. The 
average quantity of water per 1,000 cubic feet of gas has not exceeded one 
gallon. ‘The power required is merely nominal, and the wear and tear inap- 
preciable. I consider such an apparatus indispensable in every gas works. 
Yours, etc., (Signed) C. H. Nasu, Pres. 
A “Standard” Washer-Scrubber of 2,000,000 cu. ft. capacity per day is 
under construction for the Washington (D.C.) Gas Light Company, ordered 
by George A. MclIlhennv, President and Engineer. 


GEO. SHEPARD PAGE, No. 69 WALL STREET, NEW YORE, 


SOLE AGENT FOR THE WESTERN HEMISPHERE. 


F. a. DAVIS & J. R. FARNUM, | We desire to draw the anil of the om community to the merits of 


the Srxsvous Friction ConpENSER. Companies intending to introduce 








TRUSTEES AND AGENTS FOR THE new condensers into their works will do well to confer with us and ex- 
amine plans and estimates before contracting for any other pattern 
SINUOUS FRICTION CONDENSER, The Friction ConDENSER is now in use at the gas works located in the 


following places: 


Portland, Me Brookline, Mass. Pawtucket, R. I. Frederickton, N. B. 
Newport, R.1 Chelsea, Mass. Jamaica Plain, Mass. St. John, N. B. 
Gloucester, Mass. Woburn, Mass. Attleboro, Mass. Paterson, N. J. 
Newton & Water- Peoria, Ill. Calais, Me. Dover, N. H. 








town, Mass Clinton, Mass. Fall River, Mass. Waltham, Mass, 
Nassau Works, Brooklyn, N. Y. 





DAVIS & FARNUM MFG. CO. 


MANUFACTURERS OF 


Gas and Water Pipes, 


CAS AND WATER MACHINERY 


OF THE MOST APPROVED PATTERN. 


Also, Gasholders and Iron Roofing. 


Ante 7% aa | 4 
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Orders from Gas and Water Companies promptly attended to. 


WALTITAM. MASS. 


Boston Office, Room 55, Mason Building, 70 Kilby Street. 
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A. H. M’NEAT, 


BURLINGTON, N. J. 
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IRON PIPES 


WATER AND GAS. 


sSTER IROW yy 


QLOUCESTER CITY 





JAMES 8S. MOORE, Pres. 
BENJAMIN CHEW, Treas. 


JAS P. MICHELLON, Sec, 
Ww uM SEX TON, Supt. 






cast Lan ad Water Pips Stop Vales Fir Hydrant, Cashldes,& 


Office No. 6 North Seventh Street, Philadelphia. 


ESTABLISHED 1856. 


WARREN FOUNDRY wn MACHINE CO,, 


WORKS AT PHILLIPSBURGH, N. J. 
NEW YORK OFFICE, 162 BROADWAY. 


y 7 ! . y ! 2 : 
Cast Iron Water and Gas Pipe 
FROM TWO TO FORTY-EIGHT INCHES DIAMETER. 

ALSO ALL SIZES OF 


FLANCE PIPE for Sugar House and Mine Work. 


Branches, Bends, Retorts, Etc., Etc. 
GAS CONSI MFRS HAND BOOK, by Wx. Ricn- 


SCIENTIFIC BOOKS, “s.coseEyy, nee 


We are prepared to furnish to GAS MANAGERS | Se ERS MANUAL, by E. 8. CaTHELs, C.E. 
° . ents 
and others interested in the topics treated of, the fol- 








436-1 





PRACTICAL TREATISE ON HEAT, by THomas 


owing Books, at prices named : Box. Second edition. $5. 
KING?S TREATISE ON THE MANUFAC- AIR AS FUEL, OR PETROLEUM AND OTHER MIN- 
TURE OF COAL GAS. Three vols.; $10 per vol. Sau OILS UTILIZED BY CARBURETTING AIR, by 
OWEN C. D. ; 2mbe § 2 C z " 
GAS MANUFACTURE, by Witu1ay krcnarps, 4 to, ca ¥* = Tt ad Member Institute Civil Engineers. 


with numerous Engravings and Plates, in, Ci@th bind- 


ing. $1?. FODELL’S SYSTEM OF BOOKKEEPING FOR | 
ae =a : GAS COMPANIES. $5. 
THE GAS ANALYST’S MANUAAGL, by F. W Hart- 
LEY. $2.50. The above will be forwarded by Express. upon receipt of | 


price. 

We will take especial pains in securing and forwarding | 
any other Works that may oe desired, upon receipt of order. 
All remittances must be made by €heok, Draft, or Post Office 


Money Order 
Mm, CALLENDER & CO., 
Room 18, No, 43 Pine 8t., N. Y, 


AN A YSIS, TECHNICAL VALUATION, PU- 
FICATION and USE OF COAL GAS, by 

ay AY. R. BowpitcnH, M. A., with Engravings. 8 vo., 

Cloih. $4.50. 

GAS MEASUREMENT AND GAS METER 

NESTING, bv F W. HARTLEY. 31.00, ' 








Meller Foundry and Machine Gu 


Ksimited. Established 184s. 
MANUFACTURERS OF 


(ESWIRONWALEAGAGEEG 


| Specials—Flange Pipe, Valves and Hydrants, 
Lamp Posts, Retorts, etc. 

Machinery and castings for Furnaces, Rolling Mills, Grist and 
Saw Mills, Mining Pumps, Hoists, etc. 


GENERAL OFFICE, - - - READING, PA. 


NeWA 








To Gas Companies. 


We make to order CAP BURNERS to burn any amount 


under a stated pressure. Send for samples. 
| Also, SERVICE CLEANERS, DRIP PUMPS, and STREET 
MAIN PROVING APPARATUS. 
Cc. A. GOEFRORER, 


248 N. Sth Street, Phila., Pas 


LUDLOW VALVE MFG. CO, 








OFFICE AND WORKS, 
938 to 954 River Street and 67 to 83 Vail Av. 


TROY,N. ¥. 
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PRESERVE 
The Journal 


BY THE USE OF 


THE STRAP FILE. 


Advantages of the Strap File. 
1st. It is simple, strong, and easily used. 


2d. Preserves papers without punching holes. 





3d. Will always lie flat open. 
4th. Allows any paper on file to be taken off 


= ; : 
| without disturbing the others. 


Price, $1.25 
directed. By mail the postage will be 20 cents 
which will be added to the price of the Binder. 

A. WM. CALLENDER & CO,, 42 PINE St., N, ¥. 





Sent either by express or mail, as 
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1842. DEILY & FOWLER 


LAUREL IRON WORKS, 


PHILADELPHIA. 


AdAaAdaArecess; 


39 TInawurecl Sst. 


MANUFACTURERS OF 


Casholders, 


SINGLE AND TELESCOPIC, 


With Cast or Wrought Iron Guide 
Frames. 


Holders built at following places sine 


» ISSO: 


Mount Joy, Pa. St. Hyacinth, Can. 
Rockaway B’ch, L.I., N.Y. (2 Norwalk, O. 

Zanesville, O. (2) Brattleboro, Vt. 
Lancaster, 0. Waltham, Mass (2) 
Blackwell's Island N. Y. West Chester, Pa. 
Waltham, Mass., (1) Baltimore, Md. 
Dorchester, Mass. Hollidaysburg, Pa. 
Wheeling, West Va. Galveston, Texas (2) 
Lansing, Mich. Marlboro, Mass. 

Flint, Mich. Denver, Col. 

Galveston, Texus (1) Chicago, IL. (West Side). 
Milton,Pa. Pittsburgh, Pa. (South Side). 
Scranton, Pa. Pawtucket, R. I. 

West Point, N. Y. Brookline, Mass. 
FRchburgh, Mass. Sherbrooke, Can. 

New London, Conn. Burlington, N. J. (2) 
Derby, Conn. Bridgeton, N. J. 
Bridgeport, Conn. Bay City, Mich. 


Allegheny, Pa. 


MORRIS, TASKER & C0, 


Iuimited, 


Builders of Gas Works, 
PHILADELPHIA, PA. 


W. E. TANNER, PREs?T. 








ALEX. DELANEY, Supt. 


The Tauuer  Delauey Eneine Co, 


RICHMOND, Va., 


MANUFACTURERS OF 


Gasholders, 


SINGLE AND DOUBLE LIFT, 


BENCH CASTINGS, 


Hydraulic Mains, Condensers, 
Purifiers, Scrubbers, 
ALL CASTINGS PERTAINING TO GAS WORKS 
Boilers and Engines of all Kinds. 


Plans, $pecifications, nd Estimates furnished on application 


BOO BS. 








DISTILLATION OF COAL TAR AND 
AMMONITACAL LIQUOR. 


By GeorGe LUNGE. Price $8.50. 


A TREATISE ON THE COMPARATIVE 
COMMERCIAL VALUES OF GAS 

COALS AND CANNELS. 

Cloth. Price $3. 


By Davi A. GraHamM. 8vo., 





Orders for these books may be sent to this office. 
A, M. CALLENDER &€ CO., 
42 PINE ST., N. Y. City. 





1883 


JAMES R. FLOYD, 


(SUCCESSOR TO HERRING & FLOYD 


Oregon Iron W orks, 


531 to 543 West 20th &t., 


Practical Builders of fas Warks,| 


MANUFACTURERS OF 


ALL KINDS OF CASTINGS 
AND 
APPARATUS FOR GAS-WORKS. 


BENCH CASTINGS 

from benches of one to six Retorts each. 
WASHERS: MULTITUBLAR AND 
| ALR CONDENSERS ; CONDEN- 
SERS; SCRUBBERS 
(wet and dry), and 
| EX HAUSTERS 

for relieving Retorts from pressure. 
BENDS and BRANCHES 

| of all sizes and description. 


FLOYD’S PATENT 





MALLEABLE RETORT LID. 
PATENT 
SELF-SEALING RETORT LIDS. 


FARMER'S 
PATENT BYE-PASS DIP-PIPE. 
SABBATON’S PATENT 
FURNACE DOOR ANE FRAME 
BUTLER'S 





COKE SCREENING SHOVELS. 
GAGssGoOoYTER RGR S, 
| and everything ceanected with well regulated Gas V 
l»w price, and in complete order, 


| SELLER’S 
for stopping leaks in Retorts. 


CEMENT 


N.B.—STOP VALVES from three to thirty inches- 
atvery low prices. 
Plans, Specifications, and Estimates furr 





The Kerr Murray Mfg, Co., 


MANUFACTURERS OF 


‘BENCH CASTINGS, 


Boilers and Engines, 


STEAM JET AND ROTARY 
EXHAUSTERS. 


| HOT TAR SCRUBBERS. 


Annular and Pipe Air 
Condensers. 


‘Multitubular Water Condensers, 
| WATER SPRAY WASHERS, 


Purifiers, Ash Lime Trays, Improved Dry 
Center Seals, Meter Bye-Passes, 
Hub & Flange Stop Valves. 


GCasholders, 


SINGLE AND DOUBLE LIFT. 


pr ved patterns 
lings. Plans, specific 


ew and rebuilding of « 


_— Saves Mfg. Co., 
FORT WAYNE, IND. 


of gas apparatus, from 
ations, and estimates fur- 


ld works. 





wcatinsdiadtedaatiantnile 


> 
= 





GASHOLDERS OF ANY MAGNITUDI 


AL WORKS. 


T. F. ROWLAND, Proprietor, 
GREENPOINT, BROOKLYN, N. ¥ 
ENGINEER AND MANUFACTURER OF 
GAS-HOLDERS. 
CONDENSERS, SCRUBBERS, VALVES, 
PURIFIERS, RETORTS, and HY- 
DRAULIC MAINS, 


ther articles connected withthe Manufacture and 

Distribution of Gas. Plans and Specifications prepared 

and ioe yposals given for the necessary Plant for Lighting 
ties. Towns, Mansions, and Manufactories, 


and all 





ae 


Office, 


PURIFIERS. 
Roofs. 








BARTLETT, HAYWARD & C0, 


BALTIMORE, MD. 


Works, Pratt & Scott. 


*$uj1i0a 


‘SUISNACNO) 





CONSTRUCTING ENGINEERS AND BUILDERS OF GAS WORKS, 
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GAS COALS. GAS COALS. GAS COALS. 


JAMES D. PERKINS. PHRKINS RSG CO., F. SEAVERNS. 


General Sales Agents. 











THE YOUGHIOGHENY RIVER COAL COMPANY, 


Organized August 1, 18sa. 


MINERS AND SHIPPERS OF THE WELL-KNOWN 


Ocean Mine Youghiorheny Cas Coal. 


The Coal from the Ocean Mine (recently operated by Messrs. W. L. Scott & Co., of Erie, Pa.,) is now used by 
all the leading Gas Companies in the United States from Maine to Texas, and is recognized as the only reliable 
Youghiogheny Gas Coal. 

Messrs. W. L. Scott & Co. and W. wu. Scott, Esq., still retain their interest in the new Company, and the same 
general policy which has characterized the management of the mine under these gentlemen will be continued by the 
new Company. With largely increased facilities and wnlimited supply of Coal, any demand made upon the Colliery 
will meet with prompt fulfillment. 





THE UNDERSIGNED CAN SUPPLY THE FOLLOWING SUPERIOR GRADES OF 


GAS CANN ELS: 


Abram Cannel, from the Abram Colliery, Wigan, England, | Breckenridge Cannel, from Kentucky. The railroad 
Plesio-Boghead Cannel, from near the old Boghesd | now being constructed to the Ohio river will open up this superior 


Colli Scotland | Cannel deposit, and enable us to deliver it at any required point 
olliery, Scotland. 


| See full description of this Cannel, and Map of the Colliery, in the 
North Ince Hall Cannel, from Liverpool, England. | “American Gas Light Journal,” April 16, 1883, pages 172 and 173. 


2 ow York. _PERKINS & C0., 228 and 229 N. Y. Produce Exchange ““tnrnance 
SMITH & SAYRE MFG. COMPANY, 


G. G. PORTER, Prest. 245 Broadway. N., Y. CHAS. W. ISBELL, Sec’y 


Machinery & Apparatas tor Gas Works 


Drawings, Plans, and Estimates Furnished tor the Improvement, Exten- 
sion, or Alte ation of Gas Works or tor the 
(onstru tion of New W: rks. 








Mackenzie’s Patent Rotary and Steam Jet Gas Exhanusters, Governors, Compensators, 
Condeasers, Washers, Serubbers. Isbell’s Patent Automatic Street Pr.ssure Governor, 
Gas and Water Valves, Hydraulic Main Dip Regulator, Bench Castings, ete. Purifying 
Boxes and “Standard” Scrubbers. Isbell’s Patent Self-Sealing Retort Doors, 


WILBRAHAM GAS EXHAUSTER, 


“BAKER SYSTEIM,” 


WITH ENGINE ATTACHED, ON SAME BED PLATE OR WITHOUT. 
The Best, Cheapest, & most Durable Exhauster known. 


WILBRAHAM BROS., - No. 2320 Frankford Avenue, - PHILADELPHIA, PA. 
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GAS COALS. GAS COALS . G AS C OAS, 





NEWBURGH aa ae 
ORREL COAL COMPANY, PENN GAS COAL COMPANY 


OFFER THEIR 


MINERS AND SHIPPERS OF A CAR 
Newburgh Orrel, eae a a 


and Palatine Gas Goals Geass PLryRPOSES. 


ALSO SHIPPERS OF 


. . Their Property is located in the Youghiogheny Coal Basin, near Irwin’s ana Penn Statioi 
ROUNDRY COKE , : 
m the Pennsylvania Railroad, and on the Youghiogheny River. 
Miimes Situated at 


OFFICES 
NEWBURGH, FLEMINGTON, AND No. 209 South Third Street, Phil’a. 90 Wall Street, New York. 
FAIRMONT, WEST VIRGINIA, PLACES OF SHIPMENT. 


Pennsylvania Railroad, Pier No. 2 (Lower Sid). 


EOME OF FICHE, Greenwich w ha arves, » elaware River. 





25 S. Guy St., Baltimore. = 2 Ble ee ee ee 
cartes mackatt, (Shesapeake & Ohic Railway Coal Agency, 


CHAS, W. HAYS, AgextinNew zor, § = SU@TIOF Kanawha Gas Coals, Cannelton Cannel, 


Hoom 2, WASHINGTON BUILDING, No. | Broadway. Also, = : >y UI ~ Tv A ~ D STE A M COA ; =. 


Shipping wharves at Locust Point. References furnished when 








required. Special attention given to chartering vessels. From the Kanawha and New River Regions, on the line of the Chesapeake & Ohio R’way. 
THE DESPARD COAL COMPANY C. B. ( MRCUTT, Sales Agent. | OFFICE, 150 BROADWAY, N % 
OFFER THEIR SUPERIOR FRANCIS H. JACKSON, PRESIDENT EDMUND H. McCULLOUGH, Src. & TREAS. 7 


DESPARD COAL 
OE ee ae ae T J f W EST M 0 R E LA N D C 0 A L C0. 


ROUSSEL & HICKS? yas (BANGS & HORTON, 
7) Broadway, N.Y. ) meen" 16 Kilby St., Boston Chartered 1854. 
Mines in Harrison Co., West Va. Wharves, Locust Point, Balt 


Company’s Office, 15 German St., Baltimore, Md. ‘Mines situated on the Pennsylvania and the Baltimore 
Among the consumers of Despard Coal we name: Manhattan and Ohio Railroads, in Westmoreland Cour‘sy;, Penn. 


Gas Light Co., N. Y.; Metropolitan Gas Light Co., N. Y.; Jersey 
City, (N. J.) Gas Light Co.; Washington (D. C.) Gas Light Co.; 
Portland (Maine) Gas Light Co. Reference to them is requested. POoOInTs OF SHIPMENT: 


MITCHELL. VANCE & CO., PHILADELPHIA, BALTIMORE, SOUTH AMBOY, N. J. 
WATKINS (SENECA LAKBE), N.Y. 





MANUFACTURERS OF 


| 
™ Since the commencement of operations by this Company its well-known 
Chandeliers Coal has been largely used by the Gas Companies of New England and the 
| Middle States, and its character is established as having no superior in gas- 


and eneny Gems ; giving qualities, and in freedom from sulphur and other impurities. 


GAS FIX’TORES. Principal Office, 224 South 3d St., Phila., Pa. 


Also manufacturers of Fine Gilt Bronzes and Marble Cloc 


warranted best time-keepers. Mantel Ornaments, etc. | The Bower Gas Lamp. 


Salesrooms, 836 Broadway, N. Y. 
|The Perfected Duplex-Regenerative Gas Burner, under 


Special Designs furnished for Gas Fixtures for Churches, Public | the combined Patents of Anthony Ss. Bower, 
a Geo. S. Grimston, and Thos. Thorp. 


The First Gold Medal awarded at the Crvstal Palace Exhibition in 








A MERICAN London, and two Gold Medals at the Stockport: ( Eng. ) Exhibition of Gas 
Appliances. Both in 1883. 
GAS LIGHT JOURNAL. GEO. SHEPARD PAGE, TOHN BOWER, 


69 Wall Street, N. Y. City- 


tne Management of Small Gas Works, 


A. M. CALLENDER & CO., By C.J. R. HUMPHREYS. Price, $1. 


42 Pine Street, N. WY. City. . M, CALLENDER & Cco., 42 Pine St.. N. Y. 





$3.00 per Annum. 
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INTERNATIONAL--1876--EXHIBITION. 7 


~errr rere re rn nn a 


The U. S. Centennial Commission 


HAVE DECREED AN AWARD TO 


HARRIS, GRIFFIN & CoO., 


i2thand Brown Sts., Philadelphia, and 49 Dey St... N. Y.. OU. S,A.., 


FOR THE FOLLOWING REASONS : 


The Exhibit consists of a Series of METERS from the Largest Size Station Meters for the use of the MANUFACTURE OF GAS, to those for the use cf 
the ORDINARY CONSUMER. The Instruments are WELL MADE, RELIABLE as to INDICATION, ard embody a number of sundry improvements whicl, 
with the general character of the Exhibit, entitle the whole to commendation, 





































Attest—J. L CAMPBELL, Signed—A. T. GOSHORN, J. R. HAWLEY, 
Secretary, pro-tem. Director General President 
CHARLES E. DICKEY. JAMES B. SMALLWOOD, CHARLES H. DICKEY. 


Maryland Meter and Manufacturing Co., 
DICKEY, TANSLEY & CO., 


Histablished i1sce. 
Nos. 22 and 24 Saratoga Street, Baltimore, Md. 


MANUFACTURERS OF 


DRY GAS METERS, STATION METERS, GLAZED METERS, TEST METERS, METER PROVERS, PRESSURE AND VACUUM 
REGISTERS, GOVERNORS, INDICATORS, SERVICE AND METER COCKS. 


Meter Connections, Patent Car Fare Registers, Church and Tower Clocks with or without Dluminating Dials, and other light Machinery. 


A. Y. McDonald, “°°” 


MANUFACTURER OF 


PUMPS, 1 @ 
i Goods, Ete. tou sAN 


ps 
&3 & &5 North Clinton St., 7 
CHICACO, ILL. | lis ad 


FACTORY, DUBUQUE, IOWA. gs 
Special attention given to Gas, Steam, and Water Cocks. Full 
size openings guar anteed Gas Cocks strong anc aoe substantial os 
Write for Catalogue and Prices os 





D. T. ROOTS. 










rn 








** ECLIPSE” 


HAND PIPE-CUTTING MACHINE. 














Nos. 2 and 3. 

Simple, powerful, portable, inex- 
pensive. With it one man can easily IMPROVED p AS YH AUS ER. 
cut 6 inch Pipe 

No.2 ¢ uts and Se rews 214 to 4in 

No 2% to 6 in 

PANCOAST & MAULE, 

(Mention this Paper.) Philadelphia, WITH ENGINE ON SAME BED PLATE, OR WITHOUT. 





BYE-PASSES, GAS VALVES, GOVERNORS, ELBOWS, PIPE-FITTINGS, Etc., FURNISHED TO ORDER, 


The I of Small P.H.& F.M. ROOTS, Patentees & Manufacturers, CONNERSVILLE, IND, 


Gas Works. | S. 8. TOWNSEND, General Agent, 22 Cortland St. and 9 Dey St., N. Y. 
| JAS. BEGGS & CO., Selling Agents, 9 Dey St., N. Y. 
COOKE & CoO., Selling Agents, 22 Cortland St., N. Y. 


BT ©. J.B. BUMPERETS. "SEND FOR ILLUSTRATED CATALOGUE AND PRICE LIST. 4 








Price, $1. | ' j ' 
vnunwwunwa.meeateevoen «ce, JOS R, THOMAS, CE., ‘King’s Treatise on Coal Gas. 


42 PINE STREET, N. Y 
es 


. To Non-Paying " May be Consulted on all Mat- 


| The most complete work on Coal Gas ever published. 
GAS COMPANTES. 
A Gas Engineer of 10 years’ experience desires a position with ters Relating to Gas Works| 


some Gas Light Company at present not paying to investors, , 


with a view of placing same on a paying basis. Understands | Three Vols. Bound, $30, 
thoroughly the most economical modes of producing coal gas, as 4 


well as the disposal of all residuals. Would accept the manage- and Gas Manufacture. 
ment of a small works, with full charge of all books, accounts, 
meter statements, etc. Address, for 7 week, 


- T.,”” care this Office. ADDRESS THIS OFFICE. Ae M, CALLENDER & CO., 42 Pime St., Ne ¥- 
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T. C. HOPPER, Pres. G. J. McGOURKEY, Vice-Pres. (New York). WM. N. MILSTED, Gen. Supt. & Treas. (New York). WM. H. DOWN Sec. 


AMERICAN METER COMPANY 
a 2 | j 4 8 
WET AND DRY GAS METERS. PRESSURE REGISTERS. METER PROVERS, 

STATION METERS. PRESSURE & VACUUM REGISTERS. PORTABLE TEST METERS. 

EXHAUSTER GOVERNORS. PRESSURE & VACUUM GAUGES. EXPERIMENTAL METERS. 
DRY CENTRE VALVES. CRESSON GAS REGULATORS. AMMONIA TEST METERS. 
GOVERNORS FOR GAS WORKS. MARSLAND WATER METERS. BAR AND JET PHOTOMETERS. 
Manufactories: GAS STOV ES. ( Agencies: 


512 W. 22d St.. N. Y. SUGG’S “STANDARD” ARGAND BURNERS, |} pedthysaposd gene 
7 SUGG’S ILLUMINATING POWER METER, | s20 North Second Strect, Us. Leute 


Arch & 22d Sts., Phila. Wet Meters, with Lizar’s “‘Invariable Measuring’? Drum, { 122 & 124 Sutter St., San Francisce, 








HEL™ME & McecILHiEnNNY. 


Successors to Harris & Brother. 


EBSTABULISHED 1848. 


PRACTYIOAL GAS WETTER WANVPACTUREERS, 


Continue as heretofore at the OLD ESTABLISHMENT, Nos. 1115 and 1117 Cherry Street, Philadelphia, Pa 


To manufacture Wet and Dry Gas Meters, Station Meters, Experimental Meters, Meter Provers, Centre Seals, Governors, 
Pressure Registers, Indicators, Photometers, and all kinds of Gas Apparatus; Also furnish all other Articles 
appertaining to the use of Gas Works. 


From our long Practical Ezperience of the Business (covering a period of 33 years) and from oum personal supervision of al 
Work, we can guarantee all orders ta he executed promptly, fell in every respect satisfactorily. 


WILLIAM HELME JOHN McILilkNNny 


WM. WALLACE GOODWIN, Prest. and Treas, WM. H. MERRICK, V.-Prest. S. L. JONES, Sec. S. V. MERRICK, Asst, Sec 


THE GOODWIN GAS STOVE AND METER COMPANY, 


Successors to W. W. GOODWIN & CO. 


1012, 1014 and 1016 Filbert St.. Phila., Pa 142 Chambers St., New York. 
126 Dearborn St., Chicago, Il. 


WALDO BROS., Agents, 88 Water St., Boston. 
MANUFACTURERS OF THE “SUN DIAL” GAS STOVES, FOR COOKING AND HEATING PURPOSES. 


Dry and Wet GAS METERS, Station Meters (Square, Cylindrical or in Staves) Glazed Meters, Kings uud Sugg’s Kxperimental Meters. 
Lamp Post Meters, Etc., Etc., Meter Provers (sizes 2, 5 and 10 feet), Pressure Guages of all kiuds, Pressure Registers, Pressure and Vacuum Re 
gisters, Pressure Indicators (sizes 4 iuch, 6 iuch and 9 inch), King’s Pressure and Vacuum Gauges, Dry and Wet Centre Seals, Dry and Wet Gov 
ernors, Exhauster Governors, Photometers of all descriptions. Letheby’s Sulphur and Ammonia Test Apparatus complete—also 

Testing and Chemical Apparatus of all kinds, and of the most perfect description, for all purposes relating to Gas. 


GOODWIN’S IMPROVED LOWE’S JET PHOTOMETER. 
Agents for Br: v’s Patent Cas Burners and Lanterns. 


Special attention to repairs of Meters, aud ali apparatus connected with the business G. B. EDWARDS, Mang’r, New York. 
All work guaranteed first class in every particular, aud orders filled promptly. E. H. B. TWINING, Mang’r, Chicago. 


D. MCDONALD & CO., 
GAS METER MANUFACTURERS. 


(BHstablished 1854.) 
No. 51 Lancaster Street, Albany. N. ¥Y. 
STATION METERS, EXPERIMENTAL METERS, METER PROVERS, PRESSURE & VACUUM REGISTERS, PRESSURE GAUGES, ETC. 
Also STAR GAS STOVES, RANGES, and HEATING STCVES. 


We use only the very best materials, and employ the most skilled labor, and by our long experience (29 years: and personal supervision of every detail, we 
feel justified in assuring the public that our goods will give perfect satisfaction. Every Meter emanating from our establishment will bear the State Inspector’s 
Bangg, and will be fully warranted by us. Our Annual and Calendar will be sent to Gas Companies upon application. 


PODELL so Callel’s Gas Consumer's Mata, Irom Sponge 


e Enables every Gas Consumer to ascertain at a gluoce. with- 
System of Bookkeeping ont any previous knowledge of the Gas Meter, the quantity | 
and money value of the Gasconsumed. Aiso the best method 
Price $5, which pte hese soe bons ree Oheck pr. 0. Ora | of obtainiug from Gas the largest amount of its light, 
orR saianal apse " , a | [twill be tothe advantage of Gas Compuntes to supply | CA Ss ce X i A U Ss T E RP S$ 
egis . — 


| theirConsumers with one of these Guides, us a meane of pre- 
+) rinted headings and forms un this sys- | “ 
wan allies applies to Gas Companies, by applyiny “0 W °P. | Venting complatrt arising from their want of knowledge in | 














AND 






Foprut Pb'aseipnia, or regard ':.'t» registration of their meters, For sale by CONNELLY & Cco., 
A M, CALLENDEK & CO A. M CALLENDER & CO., 
Orrico Gas LIGHT JOURNAL 42 Pine St., N. Y. 42 Pine S8t., New York. No. 407 BROADWAY, N&kW YORK CITY 









































84 American Gas Light Fournal. Aug. 2, 1884. 





THE GOODWIN GAS STOVE AND METER CO, 


Successors to WW. WW. GOOoODwiIn «e& Co., 


1012, 1014 & 1016 Filbert St., Phila, 142 Chambers St., N.Y., 126 Dearborn St., Chicago. 


Agents, WALDO BROTHERS, 88 Water Street, Boston. 


WM. W. GOODWIN, Pres. & TREAS ————— SAMUEL V. MERRICK, Asst.-SEc 


W. H. MERRICK, Vick-PREs. G. B. EDWARDS, Mang’r, N. Y. 
S$. LEWIS JONES, SEc SOLE MANUFACTURERS OF THE E. H. B. TWINING, Mang’r, Chicago 


“SUN DIAL’ GAS STOVES 


The Most Economical, Efficient, and Durable Gas Stove Made. 


Since 1878 when we began to manufacture these Stoves, we have received 17 Gold, Silver, and Bronze Medals, and 
& Diplomas for Efficiency, Superiority of W rkmanship, ete. ete. 


ALL FITTINGS ARE NICKEL- STOVES FOR LAUNDRIES, 


PLATED WITHOUT EXTRA HATTERS, AND TATLORS. 


CHARGE 


HO'l WATER GENERATORS 
THE OVEN BURNERS ARE CON- FOR USE IN KITCHENS. BATH 
STRUCTED TO BURN EITHER ROOMS, ETC.. ETC 
PURE GAS OR GAS AND AIR 


MIXED. 


BROILING RANGES FOR RES. 
FROM TWENTY-FIVE TO TAURANTS AND HOTELS. 
FORTY PER CENT. OF GAS 
SAVED BY THE USE OF OUR 
PATENT OVEN LINING. OVER THIRTY-FIVE THOU- 
SAND STOVES OF ALL SIZES 
SOLD SINCE 1878. 


STOVES THAT WILL COOK 





FOR ONE PERSON OR ONE 
THOUSAND PERSONS AT ONE SEND FOR ILLUSTRATED 


TIME. CATALOGUE. 





Gas Cooking Stove No. 9A. FITTED WITH OUR PATENT TOP AND OUTLET PIPE 
FOR CARRYING OFF COMPLETELY ALL THE PRODUCTS OF COMBUSTION FROM, OVEN, ROASTER, AND TOP BURNERS. 


We carry in Stock Nos. 7, 8, and 8A Cooking Stoves fi‘'tcd with our Patent Tops. See Catalogue and Price List. 

We desire to call attention to our IMPROVEMENT IN THE TOP OF THE SUN DIAL GAS STOVE, 
by means of which all the odors and products of combustion from the ovens and top burners are entirely removed 
from the room. ‘This is accomplished by channels and flues connected to the pipe shown at back of stove, to which 
is connected such additional pipe as may be necessary to connect the same with the flue or chimney, thereby produe- 
ing the same effect in conveying away the products of combustion as is done in the use of the ordinary range, ete. 
This arrangement fills a want that has long been felt by those who have objected to the use of gas stoves for the reason 
of there being no adequate means to remove the products of combustion and odors from the roasting chambers, 
ovens, and boiling burners, all of which is now accomplished. We have secwred the improvement by Letters Patent 


va thas country and Hurope, and any attempt at infringement will be prosecuted. 


ACENTS FOR CLERK’S PATENT CAS ENCINE. 





~ir 


